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NEW BOOKS 


CONSTRUCTION INDUSTRY 


Ref. Canadian employment safety and health guide. -- Don 
i Midis," Ontario.':* CCH’ Canadian’ Limit eds? "2° vi" Cloose 
52 leaf). 

»C2Z12 


ERGONOMICS AND HUMAN ENGINEERING 


TK LOkits Ae, ple Je cart aud 1.hs. MM. yolewares Visual 

7882 display terminals : a manual covering ergonomics, 

-16 workplace design, health and safety, task organization. 
eG139 == Chichester.; Toronto : Wiley, cl980. 253, [54] p. 
I.L.0. International Labour Office. Ergonomic principles in the 
Series design of hand tools / T. M. Fraser. -- Geneva, 1980. 
O.S.H, 93 p. 

no. 44 


HAZARDOUS SUBSTANCES 


Ont. Ontario. Ministry of Labour. Occupational Health and 
GP. Safety Division. Interim reports on the designated 
Ua. substances in Ontario. -- [Toronto], 1980. [Includes 
O.H.S. asbestos, isocyanates, lead, mercury, silica and vinyl 


chloride. ] 


Ont. Ontarioe Royal Commission on Matters of Health and 
G.P. Safety Arising from the use of Asbestos in Ontario. 
Comm. Newsletter. -- Toronto. 

1980 

»A799 

ob2l4 

U.S. U.S. Environmental Protection Agency. Office of Research 
EP and Development. Health assessment document for 

a: polycyclic organic matter. -- Washington, 1980. 479 p. 
*P733 in various pagings. 

Dest oe 


INDUSTRIAL HYGIENE 


1.L.0. International Labour Office. International Labour 

Conf. Conference, 67th, Geneva, 1981. Safety and health and 
67th the working environment. -- Geneva, 1980. 68 p- 

Rept. 

ViG)) 

TP Wittcoff, H. A. and B. G. Reuben. Industrial organic 
247 chemicals in perspective. -- New York ; Toronto : Wiley, 
W827 c1980. 2 v. OHSB Lab. 

Ui eke U.S. Occupational Safety and Health Administration. Hot 
L35.18s environments / U.S. Occupational Safety and Health 

- 41832 Administration, U.S. National Institute for Occupational 


Safety and Health. -- Washington : GPO, 1980. 1/7 p. 


MINING AND MINERAL INDUSTRIES 


U.-S. Bureau of Mines. Radon daughter dosimeter tests in 
active uranium mines / by Southwest Research Institute ; 
fauthors, William D. Dodge and Van B. Parr]. -- 
springfield, Va. : NTIS, 1980. 109 p. 


U.S.- National Technical Information Service. Uranium 
mining and milling : environmental studies : citations 
from the NTIS and Engineering Index data bases. -- 
Springfield, Va. 


NOISE AND VIBRATION 


Ont. 
GeP. 
La. 
O.H.S. 
~N/784 


Ontario. Ministry of Labor. Occupational Health and 
Safety Division. Interim report on the designation of 
noise in Ontario. -- [Toronto], 1980. 198 leaves in 
various foliations. 


OCCUPATIONAL MEDICINE AND NURSING 


RD 
Spa 3 
-C678 


RL 
241 
e015 


Cohen, E. Ne Anesthetic exposure in the workplace. -- 
Littleton, Mags...: PSG Pubs, Co... cl980.0 Uo jap. 


Occupational Health and Safety Council, New Brunswick. 
Protecting your skin : the causes and prevention of 
industrial dermatitis. —= Ste John, NaBsposo/G.0 p, 


POLLUTION AND ENVIRONMENTAL HEALTH 


Ont. 
Gib. 
Enve 
-B583 


TK 
LEO 
069 


DASc 
HE20. 
6202: 
-F6l 


Ref. 
Ureroie 
er 
En8/2: 
~D598 


Ontario. Ministry of the Environment. A bibliography 
the long-range transport of air pollutants and acidic 
precipitation. -- Downsview, Ont. : LRTAP Program Office, 


Atmospheric Environment Service, Environment Canada, 
L980. 95D. 


Organization for Economic Co-operation and Development. 


Siting procedures for major energy facilities. *) some 
national cases. -- Paris, cl980. 142 p. 


U.S. National Center for Health Statistics. 
Environmental health : a plan for collecting and 
coordinating statistical and epidemiological data. -- 
Washington : GPO, [1980]. 78 p. 


UeS. Task Force on Environmental Cancer and Heart and 
Lung Disease. Directory of federal interagency groups 
concerned with environmental health / prepared by 
Patricia R. Emerson, James E. McFadden. -- 2d ed. -- 
Gaithersburg, Md. : GEOMET, Inc.e, 1980. 107 pe 


RADIATION, 


RA 
569 
~G/792 
-R106 


UsSs 

HEZO. 
ALOQe 
- P856 


U.S. 
C13. 
i> 
581 


SAFETY 


T 

oe) 

« A2 

- A298 


HB 
i325 
~A2 
F233 
lo7o- 


HD 
7269 
~A29 
~S963 
1979+ 


U.S. 
Cele ie 
-H478 
1964-80 


Us Sie 
LS ede 
e015 


STANDARDS 


Standard 
ANSI 
2126 3 
1974 


IONIZING 


Great Britain. National Radiological Protection Board. 
The genetically significant dose from diagnostic 
radiology in Great Britain in 1977 / S. C. Darby...[et 
glsidser-t Barwell, 1980... 2950. 


U.S. Bureau of Radiological Health. Division of 
Biological Effects. Possible genetic damage from 
diagnostic X irradiation : a review /. Thomas J. 
Withrow...[et al.]. -- [Washington] : GPO, 1980. 28 p. 


U.S. National Bureau of Standards. Radon in buildings 
proceedings of a round table discussion of radon in 
buildings held, at the National Bureau of Standards, 
Gaithersburg, Maryland, June 15, 1979 / edited by R. 


Colles! Preston £. McNall, Jr. -~ Washington : GPO, 1980, 
Til Pe 


Air Movement and Control Associatione Recommended safety 
practices for air moving devices. -- Revision 2. -- 
Arlington Heights,~I11.-;°-[19807].., 11 p. 


Farm fatality reports. -- Guelph, Ont. ;: Farm Safety 
Association, annual. 


Survey of agricultural lost time injuries. -- Guelph, 
Ont. : Farm Safety Association, annual. 


U.S. National Technical Information Service. Helmets 
construction, effectiveness, and human factors 
citations from the NIVSidatal base. =-— Springtteld, Va. 


U.S. Occupational Safety and Health Administration. 
Office of Statistical Studies and Analysis. Occupational 
fatalities related to scaffolds as found in reports of 
OSHA fatality/catastrophe investigations / authors, 
William, We.Cloe and Patricia. Breslin. +- Springfield, 
Va 2s NT LS pl OO. bel pie 


American National Standards Institute. Dust explosion 
prevention : feed mills. -- Boston : National Fire 
Protection Association. 


Standard Canadian Standards Associatione Microwave ovens 

CSA (excluding industrial applications) : forming part of 
C2252 Canadian Electrical Code, part II, Safety standards for 
no. 150- electrical equipment. -- Rexdale, Ont. 

M1980 

Standard Canadian Standards Association. Radiation-emitting 

CSA equipment forming part of Canadian Electrical Code, 
C2222 part II, Safety standards for electrical equipment. -- 
no.114- Rexdale, Ont. Main MHSB/Sudbury. 

1980 

Standard Canadian Standards Association. Safety code for window 
CSA cleaning operations. -- Rexdale. 

Fite bins 

M1980 


PERIODICAL ARTICLES 


CONSTRUCTION INDUSTRY 


0183A 


London, A. 
sites. 


The safe operation of cranes on construction 
Industry safety, v.26, nell, Nov. 1980, p.12-3. 


ERGONOMICS AND HUMAN ENGINEERING 


O184A Hollon, S. De, et ale Psychological responses to 
earth-sheltered, multilevel, and aboveground structures with 
and without windows. Underground space, v.5, ne3, Nov.e-Dec. 
1980, pe 171-8. 

O185A Kumar, S. Physiological responses to weight lifting in 


different planes. 


Ergonomics, (Valo, Mele wOCte gous 
p- 987-93. 


HAZARDOUS SUBSTANCES 


0186A OSHA proposes labeling rule to require precise chemical 
identification. Toxic’ materials: news’, ve 8, n. 3), Jan. 21, 
19S" pel 9=20. 

O187A U.S. Occupational Safety and Health Administration. OSHA 


proposed rules on. hazards identification ; notice of public 
hearings on proposal. Occupational safety and health 


reporter, vs10, 0.33, Jan. 22, 1981; p.875=915. \ Ref. 
~B952 (no photocopy). 


ok 


HAZARDOUS SUBSTANCES - ASBESTOS 


O188A Asbestos reporting rule proposed to obtain exposure and use 


datas Toxic materials news, v.8, n.3, Jan. 2, JSS, tec. 


O189A 


0190A 


Ashford, R. F. Ue, et ale Radiation pneumonitis in a patient 
exposed to asbestos. British J. radiology, v.54, n.637, Jane 
LIS, p./4-7. 


Livingston, Ge Ke, W. N. Rom and M. V. Morris. 
Asbestos-induced sister chromatid exchanges in cultured 
Chinese hamster ovarian fibroblast cells. J. environmental 
pathology and toxicology, ve4, n.2&3, Sep. 1980, p.3/73-82. 


HAZARDOUS SUBSTANCES - CARCINOGENS, MUTAGENS, TERATOGENS 


O19IA 


O192A 


O193A 


O194A 


O195A 


O196A 


Brain cancer in petrochemical workers. Lifelines, v-9, 10, 
Dec. 1980-Jan. 1981 [in OCAW union news, v.36, nell, Jan. 
L981 peo]. 


Griesemer, R. A. and V. C. Dunkel. Laboratory tests for 
chemical carcinogens. J. environmental pathology and 
Coxieolory , -V.4, 1.283, “Sep. 1980, p.565-=/71. 


Lappe, M., et al. Carcinogens and regulation [letters]. 
Science, v.2lly e447 9, Jane 23; “19S Fh p.002-4 5 536% 


Maclure, Ke Me and B. Macmahon. An epidemiologic perspective 
of environmental carcinogenesis. Epidemiologic reviews, v2, 
1980, p.-19-48, (281 references). PAMPH 14,351. 


Reproductive hazard report [Council on Environmental Quality] 
highlights need for more research before controls. Toxic 
Matertalrs news, VS, fe 4, Jane 26, “LIST pe 27< 


Reuber, M. De Carcinogenicity of benzene hexachloride and its 


isomers. J. environmental pathology and toxicology, ve4, 
Oecio, cep. 1980) po359-3/7 2. 


HAZARDOUS SUBSTANCES - PESTICIDES 


O197A 


Nygren, R. G. Agricultural pesticides. Professional safety, 
Valo. Nel Jane 19S Deol Ze 


HAZARDOUS SUBSTANCES - MISCELLANEOUS 


0198A 


O199A 


O200A 


O201A 


Cordasco, E. M-, et al.» Pulmonary manifestations of vinyl and 


polyvinyl chloride (interstitial lung disease). Chest, VesO, 
n.6, Dece 1980, p.828-34. 


Fagin, J., J. Bradley and D. Williams. Carbon monoxide 


poisoning secondary to inhaling methylene chloride. British 
medical J., ve281, n.6253, Nov. 29, 1980, p.146l. 


Hesley, K. Le and G. He Wimbish. Blood lead and zinc 
protoporphyrin in lead industry workers. American Industrial 
Hygiene Association J., ve42, nel, Jan. 1981, p.42-6. 


Kleinman, M. T., et al. Exposures of human volunteers to a 
controlled atmospheric mixture of ozone, sulfur dioxide and 


sulfuric acid. American Industrial Hygiene Association J., 
Vel, del ,Jane LICL, prOl=7- 


O202A 


0203A 


O0204A 


INDUSTRIAL 


O205A 


O206A 


O207A 


O208A 


O209A 


LABORATORY 


O210A 


O2T1A 


MINING AND 


0212A 


0213A 


0214A 


-6- 


Lilis, R. Vinyl chloride and polyvinyl chloride exposure and 
occupational lung disease. Chest, v./8, n.6, Dec. 1980, 
Pe 826-7. 


More evidence of the dangers of lead pollution. New 
st temois t.usve 89> ne 1236, Jats la LOGL.. Biel oe 


Pepelko, W. E., et ale Pulmonary function and pathology in 
cats exposed 28 days to diesel exhaust. J. environmental 
pathology and toxicology, v.e4, n.e2&3, Sep. 1980, p.449-58. 


HYGIENE 


Ho, Je S.-Y. and P. C. Schlect. Permeation characteristics of 


organic vapors in silicone rubber tubing. American Industrial 
Hygiene Association J. , Ved2uenel, wlan. Obl apa. 


Jaaskelainen, O. Compressed air for cleaning : risks and 
safety precautions. Professional safety, v.216, Jan. 1981, 
De 23-6. 


Otson, R., D. T. Williams and P. D. Bothwell. Dichlormethane 
levels in air after application of paint removers. American 
Industrial Hygiene Association J., v.42, nel, Jan. L981, 

p- 56-60. 


Walsh, B. Compliance costs. Industry safety, v.26, nell, 
Nove T1980, pe9p7) Te 


Wu, De Le Management of exposure records at small businesses 
with a personal computer - a simple approach. American 
Industrial Hygiene Association J., v.42, nel, Jan. 1981, 

p.- 38-41. 


PROCEDURES 


Glaser, R. A. and W. J. Woodfin. A method for sampling and 
analysis of 2-nitropropane in air. American Industrial 
Hygieué “Association J., ws42,-nel- Jans PIVOTS eror ees 


Langhorst, M. Le, et al. Reactive adsorbent derivative 
collection and gas chromatographic determination of 
chloromethyl methyl ether in air. American Industrial Hygiene 


Association J., v.42, nel, Jan. 1981, p.47-55. 


MINERAL INDUSTRIES 


Grandstaff, H. Working coal miners urged to take part in 


NIOSH x-ray study. United Mine Workers J., nel, Jan. Tool. 
Pe 10-1. 


Hylbert, D. Ke. and T. F. McLoughlin. New method of satellite 
imagery analysis applied to underground mining. Mining 
engineering, v.32, nel2, Dec. 1980, p.1735-8. 


Poole, D. W. The use of compressed air and its alternatives. 
Mining technology, v.62, n.721, Nov. 1980, p.611-4. 


NOISE AND VIBRATION 


O215A OSHA hearing conservation regulations. Noise regulation 
reporter, Jan. 14, 1981, p.1=2..[special report}. . Ref. TD 891 
~N785. 

0216A Price, Ge R. Implications of a critical level in the ear for 


assessment of noise hazard at high intensitites. J. 
Acoustical Society of America, v.69, nel, Jane 1981, p.171-7. 


O217A U.S. Occupational Safety and Health Administration. 
Occupational safety and health administration regulation on 
Occupational noise hearing conservation programs. 


Occupational safety and health reporter, v.10, n.33, Jan. 22, 
ioe. 1093 (entire issue, no photocopy). Ref. T. 55 
“B9D2-< 


OCCUPATIONAL MEDICINE AND NURSING 


02184 Banks, D. E., Ke Le. Morring and B. A. Boehlecke. Silicosis. in 


the 1980's. American Industrial Hygiene Association J., v.42, 
thet, Jane T9531. Ded 1-96 


0219A Foller,. fH. and Ps. E. Smith...» Evaluation, of, heat, stress.inea 
hot workshop by physiological measurements. American 
Industrial Hygiene Association J., v.42, nol, Jan. 1981, 
Pe 3" 


0220A Laboratory-associated typhoid fever. Biohazard control and 
safety newsletter, v«6,,ne3,.[1981], p..l1-3. 


O2Z21A4 Stephens, R. Le and Le Le Hoage Heat acclimation, its decay 
and reinduction in young caucasian females. American 
Paduettial Hyeiene Association Js, Vea2, Nels Jans 198). 

Pe 12-/. 


POLLUTION AND ENVIRONMENTAL HEALTH 


02224 Olivieri, J. Be Ventilation and energy conservation [indoor 
air pollution]. Air conditioning, heating and refrigeration 
UOWS toot, sd 1 alen 20.6) Soe De LOG. 


0223A Young, Be. Canada urgently requires three disposal plants to 
destroy PCBs and other highly toxic chemicals - “but not near 
my house”. CLV reports health and safety forum, Jan. 19, 
19814 <p. 1-3. 


RADIATION, IONIZING 


02244 Cohen, Be. Le Health effects of radon from insulation of 
buildings. Health physics, v.39, n-6,-Dec. 1980,.p.93/-41. 


O225A Gloag, De Risks of low-level radiation - the evidence of 
epidemiology. British medical J., v.e281, n.6253, Nov. 29, 
1980, p.14/9-82. 


0226A 


RADIATION, 


O227A 


0228A 


O0229A 


0230A 


SAFETY 


O231A 


02324 


O234A 


0235A 


0236A 


et oi 


Griess, G. Aw, M. Fe. Blankenstein and G. G. Williford. Ocular 
damage from multiple-pulse laser exposures. Health physics, 
Ve 3 ie ne 6, Dec. 1980, Pe 921-7.. 


NON-IONIZING 


Death by microwave? Bioelectromagnetics Society Newsletter, 
Nahte ees LIS. «Del, Os 


Lehman, R. and H. D. Edmunds. A procedure for evaluation of 
non-ionizing photocopier emissions. Proc. Non-ionizing 
Radiation Symposium, Washington, 1979, p.223-32. QP 82.2 .R3 
oN8I2. 


Moss, C. Es Radiation hazards associated with ultraviolet 
radiation curing processes. Proc. Non-ionizing Radiation 
Symposium, Washington, 1979, p.203-9. QP 82.2 .R3 .N812. 


Wolbarsht, M. Le, et ale Electromagnetic emission from visual 
display units : a non-hazard. Proc. Non-ionizing Radiation 
Symposium, Washington, 1979, p.193-201. QP 82.2 .R3 .N812. 


Ferry, Te. S. Accident investigation and analysis. 
Professional safety, v.26, n.l, Jan. 1981.7 p.16-z2 


Hamilton, M. Notifying accidents. Occupational safety and 
health, v.ei0, n.10, Oct... 1980, p. 25-0. 


Johnson, R. Using oxygen safely. Australian safety news, 
VeIZ5 Ue/, Sepe—Oct., 1980, po lo-/. 


Product liability - an update. Compressed air, VeO0, jie, 
Jane L981. ps 19=23% 


U.S. Occupational Safety and Health Administration. Final 
electrical regulations adopted by the occupational safety and 
health administration. Occupational safety and health 


reporter, v.lJ0, ns33, Jan. 22, 1981, p.653-75-) here. Toad 
-B952 (no photocopy). 


_ Ontario 
y) Ministry of 
Labour 


1376 ADQ-! (9/80) 


MINISTRY OF LABOUR BORROWERS : 


Single photocopies of journal articles may be requested by filling in 
the complete margin numbers from the bulletin and returning this form to 
the library with your full name, branch and mailing address. Books must be 
borrowed in person by staff at 400 University Avenue, and by phone or mail 
from other Ministry locations. Books in heavy demand will be reserved and 
mailed when available. 


NON-MINISTRY OF LABOUR BORROWERS : 


Current books do not circulate outside the Ministry for the first 6 months 


Journal articles should be obtained from your local library whenever 
possible. Requests for items from commonly held journals will not be 
filled. To obtain single photocopies of other articles for research 
purposes the complete margin numbers should be listed and the request form 
returned with your full name and mailing address. There is a charge of 
12 cents per single page for all non-Ontario government personnel; 
minimum charge $5.00. A maximum of 5 periodical articles may be requested. 


REQUEST FORM 


LIMIT: 10 ITEMS FOR MINISTRY: 5 ITEMS FOR NON-MINISTRY AND ONT. GOVERNMENT. 


Name: cocccccccccccccscccccsccsccvcs Ontario Ministry of Labour 
Library 
MIniStLy: coccccevecvcvesccscvcccces 400 University Ave. -10th fl 


Toronto, Ontario 


Branch: e@eoeeveveoevevoeeeoeoeeoeesoaeeeoee eee eee 
Address: @eecoeoovweeveoeeoeeoovoeeveeoeovoovoeev ee Oe 8 & &€ @ 


LIBRARY BULLETIN: v. 7 part A NOe 3 February 9, 1981 
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Pubhcations 


Ontario 
Ministry of . 
d Library 
Labour Bulletin 
aa eo Se ath Volume 7, part A number 4 
Pe fe February 23, 1981 
se 


Occupational Health and Safety 


Ontario Ministry of Labour 
Library 

400 University Ave. 

10th Floor 

Toronto, Ontario, Canada 
M7A 1T7 

416-965-1641 


ISSN 0705-517X 


BOOKS MAY BE BORROWED FOR THREE WEEKS, JOURNALS FOR ONE WEEK 
REFERENCE ITEMS AND CURRENT. ISSUES OF JOURNALS DO NOT CIRCULATE 


FOR INFORMATION ON OBTAINING BULLETIN ITEMS PLEASE SEE REQUEST FORM AT THE BACK 


Library News 





IMPORTANT ANNOUNCEMENT TO ALL USERS OF THE 
LIBRARY'S COLLECTION 


Reshelving project 


Recataloguing of older material 


A considerable number of older government documents from the 
Library of Congress classification section are being integrated into the 
Government Documents section. (The orginal problem resulted from the 
amalgamation of the occupational health collection into this library and 
is being corrected). 


Government periodicals 


To ease the overcrowding in the Government Documents section, 
journals published by government departments have been moved to the 
regular journals shelves and integrated alphabetically by title. 


There are two exceptions to this - the I.L.0. (International Labour 
Organization) journals remain with the I.L.0. collection for the present 
and the Ontario Ministry of Labour periodicals remain with the archival 
Ministry collection. 


IF PROBLEMS ARISE AS A RESULT OF THESE CHANGES PLEASE ASK THE 
LIBRARY STAFF FOR ASSISTANCE. 
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RECENT ADDITIONS TO THE LIBRARY AND A SELECTION OF 


INDEXED JOURNAL ARTICLES 
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NEW BOOKS 


INDUSTRY 


AIA metric building and construction guide / edited by 
Susan Braybrooke ; for the American Institute of 
Architectse -- New York .; Toronto : Wiley, cl980. 154 p. 


U.S. National Bureau of Standardse Recommended technical 
provisions for construction practice in shoring and 
sloping of trenches and excavations / Felix Y. Yokel ; 
prepared for the Occupational Safety and Health 
Administration...and National Institute for Occupational 
Safety and Health. -- Washington : GPO, 1980. 68 p. 


U.S. National Bureau of Standards. A study of lumber 
used for bracing trenches in the United States / Lawrence 
betKnabsss (et “al. |]. -- Washington : GPO, 1980. 

507-1154) ps 


HAZARDOUS SUBSTANCES 
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Ref. 
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149 
»H236 


Great Britaine Health and Safety Commission., Proposals 
for packaging and labelling of dangerous substances 
(amendment) regulations. -- London : HMSO, 1980. 10 p. 


Handling chemicals safely, 1980. -- [Amsterdam] : Dutch 
Associationvof Safety Experts, 1980.4 .1013: p. 


U.S.e Environmental Protection Agency. Health Effects 
Research Laboratory. Chronic toxicity of lead and 
cadmium. I. Changes in the central nervous system of the 
parental generation of rats after chronic intoxication 
with lead and cadmium / by Zbigniev S. Herman...[et 

al.]. -- Research Triangle Park, N.C., 1980. 16 p. 


U.S. Environmental Protection Agency. Industrial 
Environmental Research Laboratorye Potentially toxic and 
hazardous substances in the industrial organic chemicals 
and organic dyes and pigments industries / by R. A. 
Markle...fet al.]. -- Springfield, Vases) NETS, pel 960~)) 703 
Pe 


U.S. Environmental Protection Agency. Office of 
Pesticides and Toxic Substances. Directory of federal 
coordinating groups for toxic substances / compiled by 
Judy Colle, Kathryn A. Slike. -- 2d ed. -- Washington 
GPO, 1980. 105 p. 


U.S. Environmental Protection Agency. Office of 
Pesticides and Toxic Substances. Preliminary risk 
assessment, phase I : benzidine, its congeners, and their 


derivative dyes and pigments / Theodore C. Jones. -- 
Washington : GPO, 1980. 55 p. 
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U.S. National Institute for Occupational Safety and 
Healthe Division of Surveillance, Hazard Evaluations, 
and Field Studies. Extent-of-exposure survey of methyl 
chloride / Joel M. Cohen, Robert Dawson, Masao Koketsu. 
a WAST ENSLON GeO a. Lo Olle as Outs 


U.S. National Institute for Occupational Safety and 
Health. Division of Surveillance, Hazard Evaluations and 
Field Studies. Industrial hygiene surveys of 


occupational exposures to mineral wool / Douglas P. 
Fowler. -- Washington = "GPOS=19s0.- TOU Shroorn, 
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Epoxy resin chemistry / Ronald S. Bauer, editor. -- 
Washington Anerrean Chentcat=Ssoctety.. lo hoe 2/4 ip. 


Great Britaine Health and Safety Executive. Cloakroom 


accommodation and washing facilities. -- London HMSO, 
T9806 27 1D. 
Great Britain. Health and Safety Executive. Flame 


arresters and explosion reliefs. -- London 
Oe De 


HMSO, 1980. 


UeS. National Institute for Occupational Safety and 
Health. Division of Physical Sciences and Engineering. 
Engineering control technology assessment of the dry 
cleaning “industry. / “Arthur De Little, Inc. == Washington, 
GEOA TO 2 1. Die 


UeS. National Institute for Occupational Safety and 
Health. Division of Training and Manpower Development. 
An evaluation of vacuum equipment for collection of 
asbestos waste / W. L. Johnston, D. E. Clapp. -- 
Washington GRO, LUO nos i ie 


LABORATORY PROCEDURES 


QD 
601.2 
~C549 


Chopoin, Ce. RR. and a. Rydberg. Nuclear chemistry 
theory and applications. -- Oxford > “LOBOnEU Pergamon, 
198 065° 667" tp, 


MINING AND MINERAL INDUSTRIES 
sciences te SAL tt sill Ra 2 ee ich AE et 


Cane 
M38- 
$2 
ESU 
79- 
00042 


Canadas Centre for Mineral and Energy Technology. The 
quantitative assessment of polynuclear aromatic 
hydrocarbon levels in uranium mines (UP-L-98) 
report / K. Westway. -- Toronto 
98 leaves. 


final 
Micromedia, [19792]. 


- 3- 


U.S. U.S. Bureau of Mines. The application of advanced mine 
128. air monitoring techniques to mines using diesel powered 
9: equipment / by Dept. of Mechanical Engineering, 

76-80 Engineering Mechanics and Institute of Mineral Research, 


Michigan Technological University ; [authors, John H. 
Johnson, David H. Carlson, and Edward 0. Reinbold]. -- 
Springrleld,.Vas. 2 NIIS, 19/9. eho Ds 


OCCUPATIONAL MEDICINE AND NURSING 


RA Lilienfeld, A. M. and D. E. Lilienfeld. Foundations of 
651 epidemiology. -- 2d ed. -- New York : Oxford University 
ol62 Press, 1980. 37/5 p. 
1980 
Alb. Occupational Health for Work, Edmonton, 1978. O.H. for 
G.P. work : proceedings of a conference / [sponsored by the 
La. Occupational Health and Safety Division, Department of 
O.H.S. Labour, Alberta ; jointly organized with the Business and 
~O15 Professional Services and Health Services Departments of 
Grant McEwan Community College]. -- Edmonton : Workers' 
Health, Safety and Compensation, Alberta, [1979?]. 
159. Ds 
U.S. U.S. National Institute for Occupational Safety and 
HE20. Health. Division of Surveillance, Hazard Evaluations, 
igh yk and Field Studies. Health effects evaluation data file 
© H432 data file design, abstraction, coding, and 


computerization of the 1977 and 1978 health hazard 


evaluation and technical assistance reports / Virginia 
Behrens.e..[et ale]. ~- Washington : GPO, 1980. 37,[41]p. 


U.S. U.S. National Institute for Occupational Safety and 
HE2ZO. Healthe Division of Technical Servicese Costs and 
102: benefits of occupational health nursing / Arthur D. 
-C842 Little, Inc. -- Washington : GPO, 1980. 83 p. 


POLLUTION AND ENVIRONMENTAL HEALTH 


U.S. U.S. Environmental Protection Agency. Office of Research 
EP and Development. Acid rain. -- Washington : GPO, 1980. 
1620) 0% 36 pe 

600/9- 

79-036 


RADIATION, IONIZING 


U.S. UeSe Food and Drug Administratione Radiological health, 
HE20. March 1936-March 1978 : preamble compilation. -- 

4006/2: PRockyiliwe.. Md. 71980 ]o) 92.73) ps 

936-78 

KE White, Me. C. Packaging requirements and procedures for 
3948 the transport of radioactive materials. -- [s-l. : sen], 


-W586 1980. 13 leaves. 


RADIATION, NON-IONIZING 


TA Coherent, Inc. Engineering Staff. Lasers : operation, 

1677 equipment, application, and design / edited by Jeanette 

-C678 Bellis. -= New-York +; Toronto i! MeGraw-Hi rl cl 980. 
216! "ps 

SAFETY 

T Johnson, W. Ge. MORT safety assurance systems. -- New 

55 York ; Marcel, Dekker, cl9S0., 7525. p. 

syd 

US'Ss U.S. Bureau of Mines. Evaluation of proximity warning 

128.9: devices / by Southwest Research Institute ; authors, 

22-80 J. E. Hipp...[et al.]. -- Springfield, Vas»: NTIS, 1980. 
1354p. 

STANDARDS 

Standard Canadian Standards Association. Reagent kits for 

CSA radioimmunoassay triiodothyronine [T3(RIA)]. -- Rexdale, 

234 Ox 2- Onithe 

1980 

PERIODICALS 

Period Pulse. -- Rexdale, Ontario : Canadian Standards 
Association, Health Care Technology Program, irregular. 

PERIODICAL ARTICLES 
ERGONOMICS AND HUMAN ENGINEERING 
0237A Hayne, C. The mechanics of man. Occupational health, v.32, 


HAZARDOUS §S 


0238A 


0239A 


0240A 


reel 2, Dec. 1980, p.-614=-22. 


UBSTANCES 


EPA expected to approve guidelines for testing ; includes OECD 
(Organization for Economic Cooperation and Development) base 
Set. Chemical regulation reporter, v.4, Me41, Jan. 1981, 
Pelvove REL, Pe py Clo 9. 


Philadelphia sets toxic chemical rules [right-to-know]. 
Chemical and engineering news, Ve 4 Me Sy, Febes 1, 1981.) peG—5s 


Powell-Smith, V. More adequate information on goods and 
substances for use at work. PrOtece ior Sire we Med. Dee 
1980, p.28-30. 


O241A 


0242A 


O243A 


Ue-S.e Occupational Safety and Health Administratione OSHA 
advance notice of proposed rulemaking to revise safety 
Standards concerning hazardous materialse Chemical regulation 
reporter, v.44, n.437 Jawas307e9S], malts05a122 Ref. T 35 
eGI39.6 : 


U.S. Dept. of Transportation. Materials Transportation Bureau 
proposed amendments to regulations on the shipment of 
hazardous materials. Chemical regulation reporter, v.4, n.40, 
Janeno geb9ISb: pwl282<60~7Ref.ieTin5 51 60799< 


U.S. Occupational Safety and Health Administration. 
Occupational Safety and Health Administration proposal for 
identifying hazardous chemicals in the workplace. Chemical 
Legulathon. reporter. iv04,.one 425 wlatiec2> pslISh, ap. 2339-80. (no 
phot acopy.)-. as Refs .T255 40G739 


HAZARDOUS SUBSTANCES - ASBESTOS 


O244A 


O245A 


0246A 


O247A 


Asbestos-related cancer compensable, West Virginia Court of 
Appeals rules. Mine safety and health reporter, ve2, n.l8, 
Jan. Dor HOS 1: p. 387-8. Ref. TN ~295 HBOS 2 


Basta, Ne Asbestos : enter new substitutes. Chemical 
engineering, v.88, ne3, Feb. 9, p47, 49, 5l- 


Selikoff, I. J., We. J. Nicolson and R. Lilis. Radiological 
evidence of asbestos disease among ship repair workers. 
American J. industrial medicine, vel, nel, 1980, p.9-22. 


U.S. Environmental Protection Agency. EPA proposed reporting 
requirements for asbestos manufacturers, importers, and 
processorse Chemical regulation reporter, ve4, n.43, Jan. 30, 
LOS liehetie P0545. C/394Cho: photocopy). 


HAZARDOUS SUBSTANCES - CARCINOGENS, MUTAGENS, TERATOGENS 


0248A 


0249A 


O0250A 


02514 


0252A 


Aeschbacher, H. U. et ale Mutagenicity testing of coffee : a 
study of problems encountered with the Ames salmonella test 
system. Food and cosmetics toxicology, v.18, n.6, Dec. 1980, 
p.- 605-13. 


Alexander, V. et ale Brain cancer in petrochemical workers 
a case series report. American J. industrial medicine, Veotl, 
nek; 1980, Pa lldez3. 


Ban on urea foam insulation to be proposed by U.S. Consumer 
Product Safety Commission. Chemical regulation reporter, ved, 
HintilonJaties 165; £9814; cpelaOleey Refis gl. 155, eGA3% 


Hopkins, Je Dioxin : carcinogenicity. Food and cosmetics 
toxicology, v.18, n.6, Dec. 1980, p./739-40. 


Jensen, 0. Me Epidemiological evidence of carcinogenic 
risks. International environment and safety, Dec. 1980, 
Pe 25—/-6 


0253A 


O254A 


O255A 


0256A 


O257A 


=%& 


National toxicology program listings of chemicals selected for 
testing and results of teratology and mutagenesis assays. 
Chemical regulation reporter, v.4, n.40, Jan. 9, 1981, 

p. 1290-47 Ref. 'T°55 .C739. 


Smith, Re Je Beryllium report disputed by listed author. 
Science, ve21l, 0.4482, Feb. 6, 1981; p.556-/7. 


UeS- Occupational Safety and Health Administration. 
Identification, classification and regulation of potential 
occupational carcinogens ; proposed amendments. Federal 
register, ‘v.46,) ‘nol5 p Van 923, 1981, pe7402-84 


UeS. Occupational Safety and Health Administration. Preamble 
to notice conforming provisions of workplace cancer policy 
to benzene ruling (2 articles). Occupational safety and health 
reporter, v.10; n.34,; Jan. 29, 1981, p.1109=l6e ket. 7 o> 

SBI O26 


U.S. Occupational Safety and Health Administration. Proposed 
amendments to theOSHA cancer policy. Chemical regulation 
reporter, v.4, n.43,, Jan. .30;'1981, p.1400-5.:'Ref. T55'».C739. 


HAZARDOUS SUBSTANCES - PESTICIDES 


0258A 


EPA to cancel dust formulations ; withdraws proposals to ban 
air-blast uses. Chemical regulation reporter, v.4, n.40, Jan. 
9, SEIS) Ip 1 QOS He (Ref SFB 5h. C759: 


HAZARDOUS SUBSTANCES - MISCELLANEOUS 


O0259A 


0260A 


O261A 


0262A 


0263A 


0264A 


0265A 


0266A 


Bean, C. Lead - the age old hazard. Occupational safety and 
health, v.10, tt. b2; Dec. 1980, pel2—4. 


Becker, Je Europe to ban [cadmium]? Nature, v.289, n.5797, 
Feb. any T98P: p- 436-7. 


Gloag, D. Is low-level lead pollution dangerous? British 
medical J., v.281, n.6255, Dec. 13, 1980, p.1622-5. 


Lachtman, D. S. Diesel exhaust - health effects. Mining 
Congress J., v.67, nel, Jan. 1981, p.38-41. 


Reed, De, S. Glaser and J. Kaldor. Ozone toxicity symptoms 
among flight attendants. American J. industrial medicine, v.l, 
Weelis 1980, Pe 43-54. 


Riihimaki, V. and K. Savolainen. Human exposure to m-xylene. 
Kinetics and acute effects on the central nervous system. 
Annals of occupational hygiene, Ve295 Nets 1980. peAli—22,. 


Rosneberg, Me. J. et al. Low-level arsenic exposure in wood 
processing plants. American J. industrial medicine, vel, nel, 
1980, p.99-107. 


Sunohio chemical destruction process for polychlorinated 
biphenyls. Chemical regulation reporter, ve4, ne40, Jane 9. 
1981, ps 12670 Rare De 55.0740. 


0267A 
INDUSTRIAL 
0268A 
0269A 


0270A 


O271A 


0272A 


LABORATORY 


0273A 


0274A 


0275A 


0276A 


O277A 


0278A 


a i7 he 


Ue.Se Occupational Safety and Health Administration. 
Supplemental statement of reasons for finding of feasibility 


for workplace lead standard. Occupational safety and health 
reporter, vel0, n-34, Jan. 29, 1981. Ref. T 55 .B952. (no 
photocopy). 


HYGIENE 


Brown, R. C.. The behavior of fibrous filter media in dust 
respirators. Annals of occupational hygiene, v.23, n.4, 1980, 
p.36/-80. 


Deutsch, De Je No health risks are seen yet for synfuel 
workers. Chemical engineering, v.88, ne3, Feb. 9, 1981, 
pesiy i336 


Koizumi, A. et al. Evaluation of carbon felt dosimetry in 
comparison with one-shop air sampling method and biological 


monitoring : a field survey. Industrial health. v.18, n.3, 
1980, p.153-63. 


Pinches, Me A. and R. F. Walker. Determination of atmospheric 
contaminants using a continuous paper-tape personal monitor — 
l. Analysis of aromatic amines. Annals of occupational 
hygiene, ¥v.23,° ne 4501980) ps335-52. 


Polhemus, J. Industrial hygiene - in-plant pollution 
controle Pollution engineering, v.13, nel, Jan. 1981, p.e42-4. 


PROCEDURES 


Bye, E. et al. On the determination of crystalline silica in 
the presence of amorphous silica. Annals of occupational 
hygiene, v.23, ne4, 1980, p.329-34. 


Goom, S. W. New electro-catalytic sensor drivemode helps you 
stay cool. International environment and safety, Dec. 1980, 
pe7-9s 


Hoyes, Je Re and R. Clayton. A routine for the control of the 
performance of microscopists evaluating airborne asbestos 
fibers ... Annals of occupational hygiene, v.23, n-4, 1980, 
p.- 381-401. 


Ottley, T. We Personnel and environmental trace-gas 
analysis. International environment and safety, Dec. 1980, 
p. 13-4. : fe 


Schatz, Ge S. Handling hazardous chemicals in research and 
teaching labs. News report, v.3l, nel, Jan. 1981, pe3-9- 


Spurny, Ke Re Preparation of size-selected fibers and fibrous 
aerosols. for biological experiments. Environmental 
international, v.4, nel, 1980, p.39-46. 


MINING AND MINERAL INDUSTRIES 


0279& Carter, Te Ge Introduction and use of fire-resistant fluids 
in underground mines in British Columbia. CIM bulletin, v.74, 
n. 826, Feb. 198i, p.- 63-8. 


0280A Cote, Pe. and M. G. Townsend. Mixtures of radon and thoron 
daughters in underground atmospheres. Health physics, v.40, 
neal, Jane 1981; peO-l/. 


O281A MSHA reports success last year with program in accident 
reduction. Mine safety and health reporter, v.2, n.18, Jan. 
40% 1981, pe 379% Ref. TN e295 2B952. 


O0282A Myers, M. Be Fire-resistant fluids - their application in 
British mines. South African mining and engineering J., v.91, 
ne4166, Sep.1980; pe75, 77, 79, 81-2, 84, 86, 88, 91. 


0283A Reinbold, E. O., De He Carlson and J. He Johnson. Ambient 
pollutant concentrations in two underground metal mines using 


diesel equipment. Mining engineering, v.33, nel, Jan. 1981, 
Pe 57-67. 


O0284A Stafford, S. Labor-management team gives St. Joe Mines high 


safety marks. Mine safety and health, v.5, n.6, Nov.—Dec. 
1980, De Z=9, 27-8. 


0285A Zimmerman, C. Le and M. Es Verner. Large hole rotary sublevel 
stoping. Mining Congress J., Vs6/,/nel, Jan. 19810" p9.20-3.6 


NOISE AND VIBRATION 


O286A Hartoon, Je C. and E. G. Treuting. Is noise a potential 


hazard to pregnancy? Occupational health pueréeine, ve29,. nel; 
Waite 19Si,, Pe 20-3. 


O287A Northern, J. Le Elements of effective hearing protection. 
Plant engineering,\ v.35, na2,oJaner 22, 198lgepe203-76 


OCCUPATIONAL MEDICINE AND NURSING 
eee ee ee SD 


0288A Baloh, Re W. et al. Quantitative eye tracking tests in lead 
workers. American J. industrial medicine, yao gone l, 1980, 
p. 109-13. 

0289A Bertazzi, Pe A. and C. Zocchetti. A mortality study of 


newspaper printing workers. American J. industrial medicine, 
Vali, Heil, 1980, p.- 85-97. 


0290A Dosman, J. A. et al. Sensitivity and specificity of early 


diagnostic tests of lung function in smokers. Chest, we79, 
nel, Jan. 19814 p- 6-11. 


O291A Gompertz, D. Solvents - the relationship between biological 
monitoring strategies and metabolic handling. Annals of 
occupational hygiene, v.23, n.4, 1980, p.405-10. 


0292A 


0293A 


0294A 


O295A 


0296A 


O297A 


0298A 


0299A 


0300A 


O301A 


0302A 


0303A 


0304A 


ee 


Graham, W. G. Be, Re Ve O'Grady and B. Dubuc. Pulmonary 
function loss in Vermont granite workers. Respiratory 
disease; vsl25, nel; Jans, 1961, "%p. 25-83 


Lindstrom, K. Changes in psychological performances of 
solvent-poisoned and solvent-exposed workers. American Je 
industrial medicine, vel, nel, 1980, p.69-84. 


Massey, Ae I'm sorry, sir, you are a bit short of puff. The 
engineer, v.251, n.6507-6509, Dec. 11-25, 1980, p.2/. 


McBride, U. The hazards of screening. Occupational health, 
ve 32, De dice, Dece 1980, p- 626-8. 


Miller, A. et al. Spirometric “abnormality” in a normal male 
reference population : further analysis of the 1971 Oregon 
surveys American J. industrial medicine, vel, nel, 1980, 
po29768- 


Morgan, A. et ale Deposition of sized glass fibres in the 
respiratory tract of the rate Annals of occupational hygiene, 
Viele 5 ne4, 1980, p.- 353-66. : 

Pope, Re Control and prevention in occupational health : the 


nurse's role. Occupational health nursing, ve29, nel, Jane 
1981, pe12-4. 


Reilly, D. E. Why objectives? Relationship to occupational 
health nursing practice. Occupational health nursing, Ve29, 
Oe dan. 1981, ope las 


Seppalainen, A. M., Ke Lindstrom and Te Martelin. 
Neurophysiological and psychological picture of solvent 
poisoning.American J. industrial medicine, vel, nel, 1980, 
p- 31-42. 


Strand, S. He and W. G Johnson. Differentiating occupational 
illness and injury : the private costs and economic 
incentivese Social science and medicine, v-146, 1980, 
p-259-66. PAMPH 14,356. 


Struwe, G., P. Mindus and B. Jonsson. Psychiatric ratings in 
occupational health research : a study. of mental symtoms in 
lacquerers. American J. industrial medicine, Mel, nol fPL9s0, 
p. 23-30. 


Thedell, T. D., Je C. Mull-and S. A. Olenchock. A brief 
report of gram-negative bacterial endotoxin levels in airborne © 
and settled dusts in animal confinement buildings. American 
J. industrial medicine, vel, nel, 1980, p.3-/- 


U.S. Agencies Labor Department and the Equal Employment 
Opportunity Commission caucel plans to issue guidelines on 
discrimination and reproductive hazards. Job safety and 
health report, vell, ne2, Jan. 27, 1981, p.14. 
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POLLUTION AND ENVIRONMENTAL HEALTH 
tm St se A eon hit oe cen eo oad 


0305A Margerison, T., M. Wallace and D. Hallenstein. Seveso - the 
disaster before the accident. New selentiseyives9, 1.1239, 
Feb. uF 1981, p.- 334-6. 


RADIATION, IONIZING 


0306A Bond, V. Pe. The cancer risk attributable to radiation 
exposure :; some practical problems. Health physics, v.40, 
Gel, Jatle PSL p- 108-11. 


O307A Forrest, Ne Some notes on the use of ionizing radiations 
during construction. Protection, vel/, ne12, Dec. 1980, p.25. 


0308A Mole, Re. He The effects on populations of exposure to low 
levels of ionizing radiation (BEIR III). Radiological 
protection bulletin n.38, Jan. 1981, Supplement, p. 1-10. 


0309A Reduction in whole-body limit for workers exposed to ionizing 
radiation recommended by EPA. Occupational safety and health 
reporter, vel0, n.-34, Jan. 29, 1981, p.1101-2. 


O310A Reduction in whole-body limit for workers recommended by EPA. 
Mine safety and health reporter, ve2, ne 1S; Jane 28,4961. 
pe 386-7. Ref. TN e295 -B952. 


RADIATION, NON-IONIZING 
O311A Opinions diverge on necessity of VDU eyesight testing (2 


articles). Industrial relations review and BEpOrt 7 "1<s239., 
Jan. 1981, p.2-6. 


SAFETY 

03124 Heathershaw, R. The new accident regulations. Protection, 
vel7, no12, Dec. 1980, pe2s3, 15: 

0313A McKinnon, R. Safety traininge Occupational safety and 
health, v.10, n.12, Dec. 1980, p.19-22. 

0314A Orchard, D. Safety costs : benefits the antidote. Canadian 
chemical processing, v.65, Nel, Febs 13, @98i}09.24; 26. 

O315A Robinson, G. He Human performance limitations and accidents. 
Hazard prevention, v.17, nel, Jan.-Feb. 1981, p.13-7, 23. 

0316A West, Je How to get the most for your protective clothing 


dollar. Engineering and ntning J. Vv STC ae 
p-96-7, 99, 


>» Jan. 1981, 


Ontario 
y Ministry of 
Labour 


MINISTRY OF LABOUR BORROWERS : 


Single photocopies of journal articles may be requested by filling in 
the complete margin numbers from the bulletin and returning this form to 
the library with your full name, branch and mailing address. Books must be 
borrowed in person by staff at 400 University Avenue, and by phone or mail 
from other Ministry locations. Books in heavy demand will be reserved and 
mailed when available. 


NON-MINISTRY OF LABOUR BORROWERS : 


Current books do not circulate outside the Ministry for the first 6 months 


Journal articles should be obtained from your local library whenever 
possible. Requests for items from commonly held journals will not be 
filled. To obtain single photocopies of other articles for research 
purposes the complete margin numbers should be listed and the request form 
returned with your full name and mailing address. There is a charge of 
12 cents per single page for all non-Ontario government personnel; 
minimum charge $5.00. A maximum of 5 periodical articles may be requested. 


eee ee wee ae es we ae we ee we oe as ee we ee wee ae oe en es en oe oe ee a ee ee Oe eee ewe ae eee 


REQUEST FORM 
LIMIT: 10 ITEMS FOR MINISTRY: 5 ITEMS FOR NON-MINISTRY AND ONT. GOVERNMENT. 


Name: cocccccvcccesvccsesccvescesece Ontario Ministry of Labour 
Library 
MInNLSCLY!: cocccccvccccccvcccccvcvecs 400 University Ave. -l0th fl 


Toronto, Ontario 


Branch: eeoeoevevevoeeeeoenoe oes Coe eee eee eee 
Address: eeceoevceevevoevevevoe ev eoevaeoeeee7 8088 6 & O 


LIBRARY BULLETIN: v.e 7 part A Nos 44 epepruary. 23, 1981 





1376 ADQ-! (9/80) 










ay . | iene 
whe. a ma at eek Bey | 


| na; - | : | oy 7 sant: - hi Wins : 
i eictteeeet et iis 


iy ty ease 


1 4 






f 2 th) mae _ ‘4 be my re lie al Pr; «. po an at aoet th a 
: fe my . *: ; ney gteraae~ oe eae Sth ti aie whi 
\ J roe Seale " id canal tal 














pas Pe stis ier war 
ve: Nalie wogecyden ta 
or 
etsttey' 4 text? nit. 302 Kaze! Uyed 
sovonddin gassti sl’ isd? ind ‘whey ali i! ort RBLRS 
a eae Nata. Papi oaths Sot etpatm 
‘feemes $4} olds ta Tetde” 
eyed sesopsY ens, Baoniy “ae RY 
> oneal a Wl ells setse ibe 
SLR Siena aN BAT BI gOnnOA iis 
(ba teRapes wd se relat wivwes Daatte ties 
1 eee sip areas tas. 2 sn ema Sed a Pa (dine Ed Ick heonbeneaue : 
; axe ry » 14 ae ya ye 
haw ws ier Ar o only tifa med Fes ivingip 
raat’ (Vinge ated Scrat we J a 
{je tie F : 
BX atzOl- OHA Ylexsy eee ee rire ima 
otsngnt « S2so rey ; : : 
| serrate eanepeahentete nny sfonny’ 
| | INNNN ene he CORNER TERRE Se swash 
% 
" Peers * oa - + 
i errs ihe ocd Hisense 


ae a SECL. (C8 yasdadet BD sath Wee. © 





aris Occupational Health 
WY) trou and Safety Topics 


Labour Library 
ISSN 0706-5043 





Volume 5, number 2, February 23, 1981 


EPOXY COMPOUNDS - HEALTH HAZARDS 


SELECTED REFERENCES 


Agarwal, S. C., et ale Reaction of epoxides with 4-nitrothiophenol. Its 
possible application for trapping and characterization of epoxides. 
Environmental science and technology, v.14, n.10, Octe 1980, p.1249-53. 


Ahmad, De, et ale Pulmonary haemorrhage and haemolytic anaemia due to 
trimellitic anhydride. Lancet, v.II, n.8138, Aug. 18, 1979, p.328-30, 
PAMPH 14,300. 


American National Standards Institute. Guide for classifying and labeling 
epoxy products according to their hazardous potentialities. New York. 
Standard ANSI K68.1- 1978. 


Bauer, R. S., ede Epoxy resin chemistry. Washington : American Chemical 
Society, 1979. TP 1180 .E6 .E64. 


Bjorkner, B., et ale Contact allergy to Epoxide 8, an epoxy reactive 
diluent. Contact dermatitis, v6, ne2, Jan. 1980, p.156. 


Bokelund, F., S.» Fregert and Le. Trulsson. Sensitization from epoxy resin 
powder of high molecular weight. Contact dermatitis, ve6, Ne2s Jan. 
1980, p.144. 


Brubaker, R. E. Evaluation and control of a respiratory exposure to 
3-(dimethylamino) propylamine. J. of occupational medicine, eM ele ROD 
Oct. 19/79, p-688-90. 


Dahlquist, I. and S. Fregert. Allergic contact dermatitis from volatile 
epoxy hardeners and reactive diluents. Contact dermatitis, ve5, n6, 
Dece 1979, p- 406-7. 


Dahlquist, I. and S. Fregert. Contact allergy to Cardura E, an epoxy 
reactive diluent of the ester type. Contact dermatitis, v5, ne2, Mar. 
1979, Delclnae - 


Dahlquist, I. and S. Fregert. Contact allergy to the epoxy hardener 
Isophoronediamine (IPD). Contact dermatitis, v.5, Mela Mats tl 90. 
p.120-l. 


Epichlorohydrin. NIOSH current intelligent bulletin, n.30, Oct. 12, 1978, 
12m. Ret. HD 7279.02, Uns. 


Epoxides. Safety surveyor, We 8, te 1, May 1980, pet] =9. 
Follow-up study of workers shows link between epichlorohydrin exposure, 


cancere Occupational safety and health reporter, Vege Useleposuee 17, 
1978, p.-3/79-80. Ref. a8 55 -B952. 


-2- 


Fregert, Se, Ke Persson and Le. Trulsson. Allergic contact dermatitis from 
unhardened epoxy resin in a finished product. Contact dermatitis, v.5, 
ne4, JULe 1979, p.2//-8. 


Goransson, Ke Allergic contact dermatitis to an epoxy hardener : 
dodecenyl-succinic anhydride. Contact dermatitis, v.3, ne5, 1977, 


pe2//-8. 


Granville, G. C. Mutagenic effect of aromatic epoxy resins. Nature, 
Vario te ol al, May 979, peo ce 


Hosein, He Re Some experiences with epoxy resin grouting compounds. 
American Industrial Hygiene Association J., v.4l, n.7, Jul. 1980, 
PeO2Z3756 


Krajewska, Re Contact sensitivity to phenylglycidyl ether. Dermatosen in 
Beruf and Umwelt, v.27, n.e2, 1979, p.42-4. CIS 79-1692. 


Lachapelle, Je Me, De Tennstedt and M. Dumount-Fruytier. Occupational 
allergic contact dermatitis to isophorone diamine (IPD) used as an epoxy 
resin hardener. Contact dermatitis, v.4, n.2, Apr. 1978, p.109-12. 


Meadway, Je Asthma and atopy in workers with an epoxy adhesive. British 
J. diseases of the chest, v.74, ne2, Apr. 1980, p.149-54. 


Mutagenic epichlorohydrin. Food and cosmetics technology, v.16, n.5, 
UC. 1978, p- 503. 


Oser, Je Le Extent of industrial exposure to epichlorohydrin, vinyl 
fluoride, vinyl bromide and ethylene dibromide. American Industrial 
Hygiene Association J., ve4l, ne7, Jul. 1980, p.463-8. 


Pegum, Je S.- Penetration of protective gloves by epoxy resin. Contact 
dermatitis, v.5, ne5, Sep. 1979, p.281-3. CIS 80-191. 


Preliminary EPA review finds ECH (epichlorohydrin) likely to increase risk 
of cancer. Toxic materials news, v4, n.49, Dec. 13, 1978, p.373-4. 


Rice, D. Le, et al. Chemical pneumonitis secondary to inhalation of epoxy 
pipe coating. Archives of environmental health, v.32, n.4, 1977, 
pel/3-7. 


Rudzki, E. Dermatitis from epoxy resin, triethylenetetramine and 
ethylenediamine. Contact dermatitis, v.4, Dele Febeslt9/S. pass. 


Rycroft, Re Je G. Allergic contact sensitization to epoxide 7 in griding 
oil. Contact dermatitis, v.6, n.5, Aug. 1980, p- 316-20. 


Sargent, E. Ve, C. A. Mitchell and R. E. Brubaker. Respiratory effects of 
occupational exposure to an epoxy resin system. Archives of 
environmental health, v.31, n.5, 1976, p.236-40. 


Sensitization to epxoy resin components. Food and cosmetics toxicology, 
We lS, News Apre 1980, p. 206. 


Shell chemical announces results of mortality study of exposed workers 
[epichlorohydrin]. Chemical regulation reporter, vel, n.29, Sep. 30, 
rT p- 988-9, Ref. AB a) a 6 de 2 














- 3- 


Sticky hazards on site [epoxy resins]. Hazards bulletin, n.21, Jun. 1980, 
Peo 36 


Thiokol ends production of two chemicals, cites mutagenic effects 
[glycidyl ethers]. Toxic materials news, v.6, n.6, Feb. 7, 1979, p.45. 


Two studies om epichlorohydrin indicate it may be human carcinogen. 
Industrial hygiene news report, v.21, nel2, Dec. 1978, p.1-2. 


U.S. National Institute for Occupational Safety and Health. Criteria for 


a recommended standard..-occupational exposure to epichlorohydrin. -- 
Washington = G.P.0., 1976. 152 p. U.S... HE2ZO.. 2811: E64. 


U.S. National Institute for Occupational Safety and Health. Criteria for 
a recommended standard...occupational exposure to glycidyl ethers. -- 
Cincionatl, Ohio, 1978. 197 p.. HD 7279 .Un3, 78-166. 


U.S. National Institute for Occupational Safety and Health. 
Epichlorohydrin manufacture and use : industrial hygiene survey / R. E. 
Bales. -- (Washington) : G.P.0., 1978. 62 p. in various pagings. U.S. 
HE20. 7102: .E64. 


U.S. National Institute of Occupational Safety and Health. Glycidyl 
ethers. Cincinnati, Ohio, 1978. (NIOSH Current Intelligence Bulletin 
29). Ref. HD 7279 .U5 Uno. 


U.S. National Institute for Occupational Safety and Health. Division of 
Technical Services. Epoxy wise is health wise. Cincinnati, 19/6. 


Wade, D. Re Mutagenicity of aliphatic epoxides. Mutation research, v.58, 
apie Nove 1978, De 217-235 


Warnings out on job exposure to several chemicals [glycidyl ethers]. 
Chemecology, Nov. 1978, p./s 


World Health Organization. International Agency for Research on Cancer. 
Cadmium, nickel, some epoxides, miscellaneous industrial chemicals and 
general considerations on volatile anaesthetics. -- Lyon, France, 1976. 
306 pe RC 268.6 .W891 v.11. 





oe | tenes 
‘ : } 26 246s ah, 
| | at. bal atahyde: a a 
i * Gaftil 





7 


Pdi ‘son eon Langdon hy wi4i, aT | 
a NG b189T 


rc) wise & ’ 
iseet we a ae. Lo.” Py . . 
stiieat bap vietse PAN preties 0} 2 


73. of -ueeutug. cas tage sear ye i 
2 A gran ves a Chasetnarteras 


(ih Pereetur Cecsee® Bpvpetitia, vies Bebe Apts: 


etn Be pi ih Pts jetteditcns irate ier “ont | 


=4( HOR LE Ope NIafahygria- PS Cee) SROMNCLEe. y aseatteek 
tovgesapen@ pgiitieyt baa y2eted (ehotsaquoa0 wee eager 
“a ckaanatsn ts -shiw dgleet ef sete gar 2829 


Sn “=. tem of )eAuekeied ee te i 
fi. ide. #4 het >» dof achvheoe dite ne a 
He oF reais art haat : -Sghexogg, of tadq tle iste ‘a ‘ 


Clg 2 jvtentive giotee Bee . 
"“Gllavtens Lebkaehgh. “ hoghuais ¢ (ane ot 9) “a eeiea eS 
Taq g8T@L, .vo lygolosemed’d 


OG care FPA cavlew, diabe. NCR \eolenierobiteday leaky te ing © les 
at 7 


saneaanéea cde e998 So%~ eENRB chboy! venjene 
J aes 

































Ge aisviwsrs Leisvaubar wuoewal lesan nebE Rs 
W924. 5000031 enol. ~cxreteadsqmnnaoldisions 


Faph CAatiog.. AFENEP CE GF ani tevoan: alebhet 


De 3 tj- Pe : 
? ha 1 (~e wy <8 
a es ~—etGethite £res epoxy ressn, i and” 
WelryleveTiaiing. Contact datmat litt, 9s4y mes Rial “Ma F3e 


Wet, B Tf Os Akergic eootect dwn Et leettion 
ie Crmace Sereqeseta, v4, m5) Mids 19RD, ig 







"T ta gedddng 


foe 7 Fi Ge de MitOhelt acd BR. K, be wbaitiac. 
Teettak veers Ko ai every ‘resiu evetoms A Be of 
apalfaconntal heaton, vs dl, 605, 1976, 9¢ 736=6%, 


Hiseactascim ve epacy comin rousowand ha root end emeiealese bag y | 
*) b8, ©.2, cur. TREO, seBO8. 7 


Mat! chestenl snocustes teeples at aortaiity areng of 
Atstchliawnhydria]. 
A, mp. 98B-%, aes iv 





Ontario 
Ministry of 
Labour 


Occupational Health and Safety 


Sg 
ris 





LiZRARY 
Bun he ly 


* MAY 1 1981 


<. 


i, Re ty Deena 
; VS, NE ay 
= en ys se 


CN 


_ <4 pe < ANY Ps 
Rag SD 2 Pes 
cs ate 
by ee aa > 
“Ty Pca 
Mp cr 


Publications 


Library 
Bulletin 


Volume 7, part A number 5&6 
March 30, 1981 


Ontario Ministry of Labour 
Library 

400 University Ave. 

10th Floor 

Toronto, Ontario, Canada 
M7A 1T7 

416-965-1641 


ISSN 0705-517X 


BOOKS MAY BE BORROWED FOR THREE WEEKS, JOURNALS FOR ONE WEEK 
REFERENCE ITEMS AND CURRENT ISSUES OF JOURNALS DO NOT CIRCULATE 


FOR INFORMATION ON OBTAINING BULLETIN ITEMS PLEASE SEE REQUEST FORM AT THE BACK 





RECENT ADDITIONS TO THE LIBRARY AND A SELECTION OF 
INDEXED JOURNAL ARTICLES 


TABLE OF CONTENTS 


Construction Industry eocoeeeeoeeeeeeeseeeeeeeeeeeeeoe2e2H200800 


Ergonomics and Human Engineering secoccccecccccccceseccsccces 


Hazardous Substances eeceoeveceoeeoveeoeeoeaeoeeeeoeoeoeeeoeoeeoeaeeoeeoee oe 80 & & 


Hazardous Substances 


Hazardous Substances 


Hazardous Substances 


Hazardous Substances 


Asbestos eeeveveevoveece oe ©eooo70020808888 868 GGG @ 


Carcinogens, Mutagens, TeratogenS cee. 


Pesticides eoeeeeeoeeseeveveeeoeeooee6 e208 


Miscellaneous 


Industrial Hygiene eecseeseveeevee ee eoeooeeoeeeoeeeoeoeeseee oe 88888 8 & & O & 


Laboratory Procedures eeooevecevecvoeveeeev eee eevee eeeeeeoeae eee e886 &@ & @ 


Mining and Mineral IndustrieS cecccceeeccccreccceccccecssecce 


Noise and Vibration eeceeeaeoeeoeeeeeeeeeoeoeoeeeeooeeeeeeeoe ee ee eee 


Occupational Medicine and Nursing eecccecsccceccccveseesesocs 


Pollution and Environmental Healthecceecccecescceevecvcevcecs 


Radiation, Ionizing ecoceeeeeoeeceeoeoeeeeeeeeeeoeeeeeeesee2ee eee 


Radiation, Ionizing — Waste; Management »«,0+ oe +00 0:00 50> s,0,.00,0,0 


Radiation, Non-Ionizing eee e eee eee eeseeeeeeHeeHeHHeeeeoHe2e2e0e 


Safety oo. 0 ©. 6 016 0 0,0) 0 010.010 16, 010, 0 © 0 O18 00100) 0 01.000) 010. 010) 610 0050.9, 00 01058) 0,0 0 9 0 0 © 


Standards © 6016076 0 6 O16 © © 010.6 0,0 0).010 010 0106) 61010010 10100 010 01614 0 1010/0 O16 1018 10 0110) 81e 


Workers' Compensation eeceoeceoeceoeeoeeooeeoceoeeeoeeeooeeeeeoee7 82288 o @ 


Periodicals COC SCHOHESHESCHEHHEHHHOHOHHHHKCHOHFEAC SHES HC FELCH OHC EEE H OSM? 








cin wae al nail 


vars 


: “ 
i edeaditaih Natale unin p cota te sists 


5 (ebdsasnandtyesh i eapiune mene sinecos 


eed FEC RT EOE OO RCO Rhee deed een es cnoeasedvd avobnsasll - 
4 , 


é Oe anes bu dig 4 cen eaeeece aovandad - / asoansedud evobraxal ’ 


3 ais <a a enone sede eupbanyel 


; Tn a eae at: 
X pian vaeshiegees aaey 2 eae Aaa = euobrexett 


’ reve chy 


Ci ol ee FAV Asano neserehtnaeed ¥hmews seming cae epiostat 


tha OPaS Say i 
Ol Whi sxe tven caebeak dae daaeaateoe etait ‘roaerades 


Ti, i Sd sWedwevns 6 ease ec uedbe cakwdb us astrdeubal Fexenin baw: gntont 


tj Hrvaneaarounesaararanternaneuenanasnteahe OOEIRRGE 
- iy {~~ * 
'. tun, Lae 


ft, Seed ends oceutle daey bee aWsens ener bee antatbatt isnotseq0930 
cis. sorb toonvebneiaisnsvadelvewsellbnah Tssnomngaieng bos rotavllot 
Al,E cone oeaaeateneassenapanss tan segnssieal attsinot otdntbea 
Flee thsaeeateneivesweryeus Snemegane seal = gate thot peotsashat 
HL .€ TAK theese gen natany shee a baewhy nd emulhie scbieneboda soot Jetbal 


aT ,f shayrebschenniahearsasroncasktunsinphieendimtadel vistee 


é tissatnoraetanentneuniestonsderesty ad muemeaaslhaaipayl obrebene, 





f 5 > _ 
2 PEMONTSSe awe 0b de Fee be6d Obs teRae 0% ssensensejenes Oheatbotas9 
+ re Ei 


A Ter om AiteNG ST KERE reve PREAEN die pies Jou me sien 





ee ns 




















NEW BOOKS 


CONSTRUCTION INDUSTRY 


Cane 
En46-1/ 
80-1 


Gt. Brit. 
Gaks 


H.S.C. 
Sb 27 


T 
55 
S128 


Canada. Dept. of the Environment. Federal Activities 


Branche Environmental code of good practice for general 
construction. -- Ottawa, 1980. 51,54, p. 


Great Britain. Health and Safety Commission. Safety 
helmets on construction sites : recommendations of the 
Construction Industry Advisory Committee on their 
provision and use. -- London, 1979. I1 p. 


Safety manual for mechanical plant construction. -- 
London, Kluwer Publishing for the Oil and Chemical Plant 
Constructors' Association. 


1980 supplements now 
available. 


HAZARDOUS SUBSTANCES 


Cal. 
G.P. 
He AeSe 
alo2s 


RC 
268.5 
-H918 


RA 
1191 
- 162 


California. Hazard Alert System. Trichloroethylene 


(TCE) : evaluation of human health hazards. -- Berkeley, 
Calif. : Dept. of Health Services/Dept. of Industrial 
Relations, 1980. 37 p. 


Human epidemiology and animal laboratory correlations in 
chemical carcinogenesis / Frederick Coulston, Phillip 


Shubik, editors. -- Norwood, NeJ. : Ablex, c1980. 423 pe 


International Course on the Principles and Methods in 
Modern Toxicology, Belgirate, Italy, 1979. The 
principles and methods in modern toxicology : proceedings 
/ editors, C. L. Galli, S. D. Murphy and R. Paoletti. —- 


Amsterdam : Elsevier/North-Holland Biomedical Press, 
1980. 399 p. 


INDUSTRIAL HYGIENE 


TP 

155.5 
mo i 
1980 


Gt.Brit. 
G.P. 
H.S.E~ 
neao/ 


Cook, T. M. and De J. Cullen. Chemical plant and its 
operation (including safety and health aspects) : a 
manual for chemical operators, process workers, plant 
technicians and maintenance staff in the chemical and 
allied products industries. ~~ 2d SI ed. -- Oxford ; 
Toronto : Pergamon, 1980. 173 p- 


Great Britaine Health and Safety Executive. 
Shipbuilding and ship-repairing : health and safety 
1971-78 / [prepared by Shipbuilding National Industry 
Group]. -- London : HMSO, 1980. 28 pe 


MINING AND MINERAL INDUSTRIES 


Cane 
M38- 
16 
80-60 


Canada. Centre for Mineral and Energy Technology. Mixed 
dust pneumoconiosis study in Labrador iron ore region 
occupational sampling program Ge Rniente, —~ [Elliot 
Lake, Ont-], 1980. 11 p- 


-2?2- 


Can. Canada. Centre for Mineral and Energy Technology. A 

M38- review of the explosion and fire safety R/D project 

16 contributions to the 1979/80 energy program outputs of 

80-53 the CANMET mining sub/sub/activity / by E. D. Dainty. -- 
[Ottawa], 1980. 23 p. 

TA Roberts, A. Geotechnology : an introductory text for 

705 Students and engineers. -- Oxford ; Toronto : Pergamon, 

- R643 CLIP] OP 34ers. 

U.S. U.S. National Institute for Occupational Safety and 

HE20 Healthe Division of Physical Sciences and Engineering. 

TA a i hae Evaluation of exhaust emissions data for diesel engines 

E92 used in underground mines / John W. Sheehy. -- 


Washington : GPO, 1980. 43 p. 


OCCUPATIONAL MEDICINE AND NURSING 


Alb. Alberta. Workers' Health, Safety and Compensation. 

G.P. Occupational Hygiene Branch. The impact of the twelve 
W.H.S.C. hour shift on petrochemical process operators / Sheila 
OcHSB. C. Wynn. -- [Edmonton, Alta.], 1979. 1339136] p. 

- 134 

Gt.Brit. Great Britain. Health and Safety Executive. Vibration 
G.P. injuries on the hand and arm : their occurence and the 
Has wie evolution of standards and limits / M. J. Griffin. -- 


London : HMSO, 1980. 36 Pe 
#9 


Ont. Ontario. Royal Commission of Inquiry into the 

Gyr. Confidentiality of Health Information. Reporte -- 
Comm. Toronto : Queen's Printer, 1980. 3 v. 

1978 

-C748 

°R425 


POLLUTION AND ENVIRONMENTAL HEALTH 
eden Nicolas 3 SMM Sol SA Red A ET EG 


Can. Canada. Environmental Advisory Council. Exotoxicity 
En93- responsibilities and opportunities / Ross H. Hall, Donald 
8 A. Chant. -- Ottawa, 1979. 32 p. 

U.S. UeS. Comptroller General. Indoor air pollution : an 
GAl.2: emerging health problem : report to Congress / by the 
14] Comptroller General. -- Washington : General Accounting 


Office : GPO, 1980. 34 pe 


TD Zinc in the environment / edited by Jerome 0. Nriague -- 
gee New York ; Toronto : Wiley, cl980.: i2y. 
oZ 


esd 





RADIATION 


IONIZING 


Pet tebait etc enateetien Reeralitaceash eertryemrinaeeel 


RA 
569 
G792 
R102 


UsSs 
1283 93 
62-80 


RADIATION 


Great Britain. National Radiological Protection Board. 
Calculation of the incidence of stochastic health effects 


in irradiated populations / R. H. Clarke and H. Smith. -~ 
Harwell, 19504 15 Be 


U.S. Bureau of Mines. Development of a rapid response 
radon monitor / by Science Applications ; [author, 


Richard I. Miller]. -- Springfield, Va. : NTIS, 1979. 
66 pe 


IONIZING - WASTE MANAGEMENT 


Boshi coeseseed tal tnctetees peeicet obanetvhyenc eee br ee eA SRO NESE EIS 


U.S. 
Y3s 
N88: 
25/ 
0742 


U.S. 
Y3~ 
N88: 
2ST 
0743 


U.S. Nuclear Regulatory Commission. Division of 
Engineering Standards. Review and integration of 
existing literature concerning potential social impacts 
of transportation of radioactive materials in urban areas 


/ prepared by C. Gordon...[et al.]. Washington : GPO, 
1980. 180 p. 


U.S. Nuclear Regulatory Commission. Transportation and 
Product Standards Branch. Transportation of 


radionuclides in urban environs : draft environmental 
assessment / Sandia National Laboratories ; [authors ] 


Nancy C. Finley...[et al.]. -- Washington, 1980. 194, 
[384]p. 


RADIATION, NON-IONIZING 


pol teeter cindnttrcin ES a tees eee 


QP 
82.2 
~R3 
~N812 


SAFETY 


KD 
3168 
- B463 


GE. Brits 
G.P. 
H.SeEe 

- H638 
HS(R)5 


T 

ue) 
Al 

« t192 


Non-ionizing radiation : proceedings of a topical 
symposium / sponsored by American Conference of 
Governmental Industrial Hygienists ; compilation and copy 
editing by William D. Kelley. -- Cincinnati, Ohio 


AeC.Ge I.H., c1980. 276 pe 
Benedictus, R. Safety representativese —— London : Sweet 
and Maxwell, 1980. 88 p. 


Great Britain. Health and Safety Executive. The 


notification of accidents and dangerous occurrenceSe ~~ 
London : HMSO, 1980. 43 pe» 


Tarrants, E. 
New York 


The measurement of safety performance. ~~ 
: Garland STPM, cl980. 414 p. 


STANDARDS 

Standard American National Standards Institute. Standard for fire 
ANSI/ hose. -- Boston : National Fire Protection Association. 
NFPA 

1961 

1979 

Standard American National Standards Institute. Standard on 
ANSI/ Structural fire fighter's helmets -- Boston : National 
NFPA Fire Protection Association. 

1972 

1979 

Standard Canadian Standards Association. Code of practice for 
CSA safety in demolition of structures. -- Rexdale, Ont. 
$350 

M1980 

WORKERS' COMPENSATION 

Ref. Responses to the study of the workmen's compensation 
Ont. System in Ontario. -- [s.l. : sene, 1980- yt Loose-leaf 
GP. for updating. 

La. 

5933 

Resp. 

U.S. U.S. National Institute for Occupational Safety and 
HE20. Health. Division of Surveillance, Hazard Evaluations and 
7P11/2: Field Studies. Occupational characteristics of disabled 
e014 workers 


> analysis of social security disability benefit 
awards to workers during 1969-1972 / Illness Effects 
Section, Surveillance Branch, Division of Surveillance, 
Hazard Evaluations.and Field Studies, National Institute 
for Occupational Safety and Health and Division of 
Disability Studies, Office of Research and Statistics, 
Social Security Administration. -- Washington : GPO, 
ToS0.. 9295. 3 microfiche (in pocket). -- (NIOSH 
publication ; no. 80-145). 


-5- 


PERIODICAL ARTICLES 


ERGONOMICS AND HUMAN ENGINEERING 


03174 


0318A 


O319A 


0320A 


O321A 


0322A 


Chaffin, D.B. Functional assessment for heavy physical 
labor. Occupational health and safety, v.50, nel, Jan. 1981, 
pe 2455-27 51 S25 “G4. 


Hayne, C. The mechanics of man-2. : the physiology of work. 
Occupational health, v.33, nel, Jan. 1981, p.18-24. 


Human factors may play a role in VDT problems, NIOSH study 
suggestse Occupational safety and health reporter, veLOr 
Ne 386 Feb. 20; 1981, p> 1292-3. Ref. £ 5D -B952. 


Jones, D. F. Human factors in manual lifting. Canadian 
occupational safety, v.19, nol, Jane-Feb. 1981, p.2-5. 


Mital, Ae and M. M. Ayoub. Effect of task variables and their 
interactions in lifting and lowering loads. American 
Industrial Hygiene Association J., ve42, ne2, Feb. 1981, 

p- 134-42. 


Stellman, J. M. Finding a chair that fits. Occupational 
health and safety, v.50, nel, Jan. 1981, p43, 45. 
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Huismans, J.W. The international register of potentially 
toxic chemicals (IRPTC). Ecotoxicology and environmental 
safety, ve4, ne4, Dec. 1980, p.393-403. 


Leach, LR. et al. Occupational health survey: an evaluation 
of potential health hazards in the workplace. American 
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Proposed labeling rule for chemicals called off. Chemical and 
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Ruhemann, C. Transport of dangerous substances. Health and 
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Standard on labeling hazardous substances proposed by OSHA. 
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Wilson, R. Risk/benefit analysis for toxic chemicals. 
Ecotoxicology and environmental safety, ve4, ne4, Dec. 1980, 
p. 370-83. 
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Harrison, Pe Asbestos study of Quebec miners comforting. 
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Kahn, Es Ie et ale Primary pericardial mesothelioma following 
exposure to asbestos. Environmental research, v.23, ne2, Dec. 
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Segarra, F. et al. Asbestosis in a Barcelona fibrocement 
factorye Environmental research, v.23, n.2, Dec. 1980, 
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Blumer W. and T. Reich. Leaded gasoline - a cause of cancer. 
Environment international, v.3, n.6, 1980, p.465-71. 


Connection claimed: by NIOSH researchers between TCDD and a 


rare tissue cancer. Toxic materials news, v.8, n.10, Mar. 11, 
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U.S. NIOSH and OSHA. Formaldehyde : evidence of 
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HAZARDOUS SUBSTANCES - PESTICIDES 


0356A 


0357A 


Hay, Ae Bill of health [for 2,4,5-T]. Nature, v.289, n.5/93, 
Jia LAS, L981 3 Dies4t ie 


Kraus, JeF. et ale Monitoring of grape harvesters for 
evidence of cholinesterase inhibition. J. toxicology and 
environmental health, v./7, nel, Jane 1981, p.19-31. 
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Medicine literature search, n.80-8, Jan. 1977-Oct. 1980, 245 
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Friedricks, K.H. and H. Otto. Fibers in human lung dust 
samples : a scanning electron microscope studye American 


Industrial Hygiene Association J., v.42, ne2, Feb. 1981,p. 
150-6. 


Hayashi, H. Analytical electron microscopy in the study of 
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exposure to radon decay products in mine air using passive 
track detectors. Health physics, ve40, ne2, Feb. 1981, 
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- 12 - 
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Ungar, P. E. Eyes at work. Health and safety at work, v3, 
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O455A Farmer, D. Accidents and dangerous occurrences at work [new 


regulations - Gt. Brit.]. Health and safety at: work ji. 
ne4, Dec. 1980, p. 32-9. 
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Renton, Je Safety through efficiency looking ahead - five 
years on. Sciath, n.49, Jan. 1981, p.9-13. 
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Library News 





Recent Staff Changes 


Olivia Hamilton has been our Interlibrary Loan Technician for a few 
months. She came to us from Edinburgh. She also helps with circulation 
and reception. 


Lorraine Hoover is our new Circulation Technician on our reception 
desk. Lorraine worked here last summer and has recently completed the 
Library Techniques Program at Seneca. 


Kathleen Wilson is working with the Library Bulletin staff in the 
Reference section and filling requests from the Bulletins. She will 
also be the back-up for circulation and interlibrary loan. She came 
from the University of Toronto Physics Library. 


Ian Kellogg has replaced Stephen Roy as one of our Word Processor 
operators. 

Our Library Bulletins are produced by word processors, a great 
improvement over the previous cumbersome method. 


Wray Roulston is replacing Dolly Lyn as Industrial Relations Reference 
Librarian while Dolly looks after her brand new son, born the day after 


she went on leavee Our Clinic Nurse doesn't know how close she came to 
dusting off her mid-wife skills! 


Navee Blair and Mary Kandiuk, two of our summer library school students, 
are helping out on our reference desk and many of you have already made 
good use of their services. Other summer students are working behind 
the scenes in both Reference and Technical Services. 
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RECENT ADDITIONS TO THE LIBRARY AND A SELECTION OF 
INDEXED JOURNAL ARTICLES 
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ERGONOMICS AND HUMAN ENGINEERING 
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Ergonomic aspects of visual display terminals : 
proceedings of the international workshop, Milan, March 
1980 / edited by E. Grandjean and E. Vigliani. -- London 
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7 avyLon ana Prancis, 1980. “x>"300 ps 
Brusick, D. Principles of genetic toxicology. -- New 
Yorks Plenum Press, cl980... xix, 2/9) De 


Canadae Defence and Civil Institute of Environmental 
Medicine. Occupational health evaluation for inorganic 
mercury at CFB Borden, Building A-171 / B. J. Gill, J. 


Le ONeill. -—- Downsview,-.Ont. The Institute, 1980. 
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Great Britian. Health and Safety Commission. 
Classification and labelling of explosive articles and 
substances : draft regulations and draft guidance notes. 
-- London : HMSO, 1980. 26 p. 


Great Britain. Health and Safety Commission. 
Notification of new substances : draft regulations and 
approved codes of practices. -- London : HMSO, 1981. 78 
Pe 


The In vitro effects of mineral dusts / edited by R. C. 
Brown e-- [et ale]. -- London ; Toronto : Academic Press, 
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Scientific considerations in monitoring and evaluating 
toxicological research / edited by Edward J. Gralla. -- 
Washington : Hemisphere Pub. Corp. ; Toronto 
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U.S. National Institute for Occupational Safety and 
Health. Division of Surveillance, Hazard Evaluations and 
Field Studies. Extent-of-exposure survey of 
monochlorobenzene / Joel M. Cohen, Robert Dawson, Masao 
Koketsu [of] SRI International. -- Cincinnati, Ohio : The 
Institute; D981. “v7 935 ~p. 

U.S. Occupational Safety and Health Administration. 
Acrylonitrile : worker health alert. -- [Washington] 
The Administration, 1980. 16 p. 


World Health Organization. International Agency for 
Research on Cancer. Some pharmaceutical drugs. -- [Lyon, 
France],,1980... 33/7 p. 


INDUSTRIAL HYGIENE 


7h. Construction Safety Association of Ontario. Spray 
315 painting and sandblasting : a practical guide to 
°S767 occupational health and safety -- Toronto : The 


Association, cl980. 16 p. 


RC Patty, F. A. Patty's industrial hygiene and toxicology / 
967 editors, George D. Clayton ... [et al.]. -- Chichester ; 
eP321 Toronto : Wiley, 1978- v. Main OHSB LAB. 
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LABORATORY PROCEDURES 


RA Rajhans, G. S. and J. Le Sullivan. Asbestos sampling and 
£2358 analysis. -- Ann Arbor, Mich. : Ann Arbor Science Pub., 
~A8 eloSlerax, 266, p. 
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MINING AND MINERAL INDUSTRIES 


TN The Future of small scale mining : first international 
5 conference / sponsored by the United Nations Institute 
- F996 for Training and Research (UNITAR) and the Consjo de 


Recursos Minerales and Secretaria de Patrimonio y Fomento 
Industrial (SEPAFIN) of the Government of Mexico ; in 
cooperation with the United Nations Development Programme 
e+e [et al.] ; Re Fs Meyer and J. S. Carman, editors. -- 
[Toronto?] : McGraw-Hill, cl980. xxiii, 501 pe 


U.S. U.S. Mine Safety and Health Administration. Ventilation 
169. measurements at underground mine regulators / [Robert L. 
9: Smith and Robert A. Haney]. -- [Arlington, Va.], 1981. 
1128 at is 


OCCUPATIONAL MEDICINE AND NURSING 
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RC Egedahl, Re De An historical worksite evaluation of 
261 cancer incidence and mortality at a hydrometallurgical 
°E29 nickel refinery and fertilizer complex in Fort 


Saskatchewan, Alberta (1954-1978).--[s.l. : Sene, 
198-?]. 84 leaves. 


HD Green, M. and N. Waitzman. Business war on the law : an 
3626 analysis of the benefits of federal health/safety 

-U58 enforcement. -- [United States?] : Corporate 

~G7/97 Accountability Research Group, cl979. iv, 162 p. 

Use U.S. Treasury Department. Office of Tax Analysis. The 

hil use of tax subsidies for the cost of compliance with 

Zs safety and health regulations. -- [Washington], 1981. 57 
- U84 Pe 


POLLUTION AND ENVIRONMENTAL HEALTH 
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Can. Canada. Dept. of National Health and Welfare. Guidelines 
H48- for Canadian drinking water quality, 1978 : supporting 


10 document. -- [Ottawa], cl1980. 77 columns, 739 p. 
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Environmental risk assessment / edited by Anne V. Whyte 
and Ian Burton. -- Chichester ; Toronto : Wiley on behalf 
of the Scientific Committee on Problems of the 
Environment of the Intenational Council of Scientific 
Unione lg S80.) xxid 1s 576. 


Health implications of new energy technologies / edited 
by William N. Rom and Victor E. Archer. -- Ann Arbor, 
Mion .e©: Ann Arbor science, cb980. xxi,’ 785 'p. 


Lovelace Biomedical and Environmental Research 
Institute. Inhalation Toxicology Research Institute. 
Potential health and environmental effects of diesel 
light duty vehicles /.R. G. Cuddihy ...[et al.]. -- 
Albuquerque, N.M. ITRE Gi Springiteld,’ Va.ers NTIS, 
[distributor], 1980. v, 64 p. 


IONIZING 


Atomic Energy of Canada Limited. Chalk River Nuclear 
Laboratories. Health Sciences Division. Radiation and 
the evolution of life / by N. E. Gentner and D. K. 
Myere. ssa Chalks River, Onts,, 1980. eS) p. 


IONIZING — WASTE MANAGEMENT 


International Atomic Energy Agency. Storage tanks for 
liquid radioactive wastes : their design and use : a 
guidebook / prepared by R. V. Amalraj. -- Vienna : The 
Agency, (19.22..) S5hp 
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Biological effects of radiowaves and microwaves / 
presented by E. H. Grant and Re. J. Sheppard ; in 
conjunction with the International Microwave Power 
Institute. -- Surrey IMPI, 1980. 65 leaves. 


Great Britain. Health and Safety Executive. A guide to 
the safety signs regulations 1980. -- London : HMSO, 
L961 06 ria Ph, oe 

Great Britain. Health and Safety Executive. Opening 


processes : cotton and allied fibres : safety in the 
cotton and allied fibres industry. - Rev. [ed.]. -- 
London HMSO, Sh9OSOteH 27 ps 


Wear control handbook / edited by M. B. Peterson and W. 
O. Winer ; sponsored by the Research Committee on 
Lubrication. -- New York : The American Society of 
Mechanical Engineers, cl980. xxi, 1358 p. 


STANDARDS 


Standard 
CSA 
C388- 
M1980 


Standard 
CSA 
Z2107.51- 
M1980 


Standard 
CSA 
Z1,95= 
M1981 
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Canadian Standards Associatione Performance standard for 
household microwave ovens. -- Rexdale, Ont. : The 
Association. 


Canadian Standards Assocation. Procedure for in-situ 
measurement of noise from industrial equipment. -- 
Rexdale, Ont. : CSA. 


Canadian Standards Association. Protective footwear. -- 
Rexdale, Ont. -- The Assocation. 


PERIODICAL ARTICLES 


CONSTRUCTION INDUSTRY 


710A 


Hamilton, M. Safety costs and benefits in construction. 
Protection, v.18, ne4, Apr. 1981, p.19-20. 


HAZARDOUS SUBSTANCES 


711A 


712A 


713A 


714A 


Lancianese, F. W. Chemtrec's hot line cools down chemical 
emergencies. Occupational hazards, v.43, n.5, May 1981, 
p.65-9. 


List of chemicals recommended for testing under section 4(e) 
of TSCA. Chemical regulation reporter, «v.25, 0.6; May 22; 
198 16 pe174-5. Ref. T 55 biG 33. Fe 


OECD draft decision on minimum premarket data set for 


chemicals. International environment reporter, ve 4, ne5, May 
Sr RIGL, p. 856-7, Ref. TD 72 woe 


Stahlhofen, W., J. Gebhart and J. Heyder. Biological 
variability of regional deposition of aerosol particles in the 
human respiratory tract. American Industrial Hygiene 
Association J., v.42, n.5, May 1981, p.348-51. 
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715A 


716A 
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718A 


Asbestos and smoking : a deadly combination. 
hazards, v.43, n.4, Apr. 1981, p.105-6. 


Occupational 


McCullagh, S. F. Amosite as a cause of lung cancer and 
mesothelioma in humans. J. Society of Occupational Medicine, 
ve 30, ne4, Octe 1980, p.- 153-6. 


NIOSH studying asbestos risk in mines. Mine regulation and 
productivity report, v.5, ne20, May 22, 1981, p.4-5. 


OSHA's new asbestos Standard remains in a holding pattern. 
Occupational hazards, v.43, ne4, Apr. 1981, p.103-4. 


HAZARDOUS SUBSTANCES - CARCINOGENS, MUTAGENS, TERATOGENS 
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Heptachlor workers not prone to cancere Chemical and 
engineering news, v.59, n.2l, May 25, 1981, p.27. 


Nolen, G. A. The effect of brewed and instant coffee on 
reproduction and teratogenesis in the rat. Toxicology and 
applied pharmacology, v.58, ne2, Apr. 1981, p.1/71-83. 


Palmer, We Ge and W. D. Scott. Lung cancer in ferrous foundry 
workers : a review. American Industrial Hygiene Association 
las ve 42, Ned » May LOS. p.- 329-40. 


Wiklund, Ke. et ale <A Swedish cancer-environment register 
available for research [letter]. Scandanavian J. work, 
environment and health, v.7, nel, Mare 1981, p.64-7. 
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Andersen, I., Le Molhave and D. F. Proctor. Human response to 
controlled levels of combinations of sulfur dioxide and inert 

dust. Scandanavian J. work, environment and health, v./7, nel, 
Mate 95. D-l—/-< 


Bernard, T. E. and J. Dukere Modeling carbon monoxide uptake 
during work. American Industrial Hygiene Association J-, 


v.42, n-5, May 1981, p.361-4. 


Chu, Ie et ale Sub-acute and sub-chronic toxicity of 
mono-2-ethylhexyl phthalate in the rate Archives 


environmental contamination and toxicology, v.10, n.3, 1981, 
pe2/1-S0. 


Grandjean, Pe Blood lead concentrations reconsidered. 
Nature, vs 29), 0.5812) May 2i-27. 19S) 9.180. 


Impact of new lead regulations in “downstream” sectors. 
Industrial relations review and report, ve247, May 1981, 
Health and safety information bulletin, p.8-10. 


Palisano, P. Cotton dust : controversy swirls around 


diagnosis and compensation. Occupational hazards, ve 43, ned, 
Apre 1981, pe /9-82. 


Putz-Anderson, Ve et ale Methyl chloride and diazepam effects 


on performance. Scandanavian J. work, environment and health, 
Vel; nel, Mare 1981, p- 8-13. 


Sensory irritation by inhaled formaldehyde in mice and rats. 
Industrial hygiene news report, v-24, n.4, Apr- 1981, p.3. 


Stern, F. B. Exposure of motor vehicle examiners to carbon 
monoxide : a historical prospective mortality study. Archives 
of environmental health, v.36, n.2, Mar.e-Apr- 1981, p.59-66. 


Subchronic inhalation toxicity of diethylamine in the rat. 
Industrial hygiene news report,v.24, ne4, Apr. 1981, p.1l-2. 
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10th anniversary of OSHA - stormy past, uncertain future. 
Occupational hazards, v.43, ne4, Apre 1981, p.49-52. 


Caro, NeM. and D. Else. Respirators - does your face fit? 
Protection, v.'TS, n. 4, "Aprerosr? pPPl-2; 715-6. 


Charell, Pe Re and R. E. Hawley. Characteristics of water 
adsorption on air sampling filters. American Industrial 
Hygiene Association J., v.42, n.5, May 1981, p.353-60. 


Feigley, C. Fe et ale Experimental determination of volatile 
evaluation rates from coated surfaces. American Industrial 
Hygiene Association J., v.42, n.5, May 1981, p.365-72. 


Hackman, Re Je and T. Rust. Removal and decontamination of 
residual 3,3'-dichlorobenzidine. American Industrial Hygiene 
Association J., v.42, n.5, May 1981, p.341-7. 


Hortsman, S. W. and P. R. Evans. A multiple sampling 
apparatus. American Industrial Hygiene Association J., v.42, 
tivo. May PICT pe 401-4. 


Improved monitor developed for arsine and phosphine in air. 
Industrial hygiene news report, v.24, n.4, Apr. 1981, pel. 


Kring, E. V. et al. A new passive colorimetric air monitoring 
badge system for ammonia, sulfur dioxide and nitrogen 

dioxide. American Industrial Hygiene Association J., v.42, 
ned, May 198); p.373-81. 


Lancianese, F. W. Blue-ribbon program tames chemical 
hazards. Occupational hazards, v.43, n.4, Apr. 1981, p.91=4. 


Mansdorf, S. Z. and R. W. Modrell. An industrial hygiene 
alert system. American Industrial Hygiene Association J., 
ve42, ne5, May 1981, p.404-6. 


Monitoring chemical concentration in plant atmospheres. 
Industrial hygiene news report, ve24, ne4, Apr. 1981, p.3-4. 


Size definitions of particle Sampling : recommendations of ad 
hoc working group appointed by Committee TC146 of the 
International Standards Organization. American Industrial 
Hygiene Association J., v.42, n.5, May 1981, p.A64-A68. 


Weiss, W. H. Preventing and controlling inplant spills. 
Plant engineering, v.35, nell, May 283 19815 2p2271-2. 


LABORATORY PROCEDURES 


746A 


Carelli, G. et al. Interferences in the spectrophotometric 
S-diphenylcarbazide determination of environmental hexavalent 


chromium....Scandanavian J. work, environment and health, v./7, 
nel, Mar. 1981, p.56-61. 
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Chromatographic techniques for industrial hygiene analyses. 
Industrial hygiene news report, v.24, n.4, Apre 1981, p.2-3. 


New method for determination and analysis of phenol vapors. 
Industrial hygiene news report, v.24, n.-4, Apr. 1981, p.4. 


Norin, H. and M. Vahtere A rapid method for the selective 
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machine tools. -- Geneva : International Organization for 
Sstandardizatione *heve 


McGraw-Hill's National electrical code handbook / J. F. 
McPartland, editor ; John M. McPartland, Guy I. McPartland, 
assistant ed 1U0rs. *-=S F/ tated e.— = enew elorkes “toronto 
MeGrawsHi Thy rc TIS) Sexvry SEL ss 1828 Foe 


U.S. Naval Facilities Engineering Command. American national 
Standard : safety standards for cableways, cranes, derricks, 
hoists, hooks, jacks, and slings : overhead and gantry cranes 
(top running bridge, single girder, underhung hoist) / 
secretariat, Naval Facilities Engineering Command, U.S. 
Department of the Navy, the American Society of Mechanical 
Engineérs. =="Néw York”: tne Socletye | We 


COMPENSATION 


[White paper on workmen's compensation : submissions] / 
Ontario Ministry of Labour. -- [Toronto : The Ministry, 
L9Si4. Shey. eOloeseleat). 


PERIODICAL ARTICLES 


CONSTRUCTION INDUSTRY 


1139A Hamilton, Me Construction helmets. Occupational safety and 
health, vell, n.6, Jun. 1981, p.38-9. 

1140A Planning [construction safety]. Occupational safety and 
health, Vell, 1.6, Jun. 1981) 5. 10—/, 


1141A Safety planning for construction and alteration projects. 
Highlights (Water Pollution Control Federation), v.18, n./7, 
Jul. 1981, p.8-9. 


ERGONOMICS AND HUMAN ENGINEERING 
1142A Akerstedt, T. and L. Torsvall. Shift work : shift-dependent 
well-being and individual differences. Ergonomics, v.24, 


ne 4, Apre Los 7 De.2z0or/ 36 


1143A Troubles with VDUs could be in the job. New scientist, v.9l 
neizoo, Aug. 27, 1981, p.5135- 


HAZARDOUS SUBSTANCES 


11444 William Lowrance : probing societal risks. Chemical and 
engineering, news,, 7.09, n-2/,5 Jules 6, 19816 ».13=20, 


HAZARDOUS SUBSTANCES - ASBESTOS 
1145A EPA official beginning private effort to deal with school 


asbestos problem. Toxic materials news, v.8, n.35, Sep. 9, 
We pal | oy enelw ar ie 


11464 EPA shifts control of asbestos emissions from unpaved roads to 
States. Toxic mterials news, v.8, ne35, Sep. 9, 1981, 
Pe 2 le 

1147A Graham, Se Methodological problems in [Quebec] ecologic 


studies of the asbestos-cancer relationship. Environmental 
research, ve25, nel, Jun. 1981, p.35-49, 


1148A Sigurdson, E. E. et ale Cancer morbidity investigations 
lessons from the Duluth study of possible effects of 
asbestos in drinking water. Environmental research, v.25 
fe lsteilDe LIOL. © De S0rOl. 


HAZARDOUS SUBSTANCES — CARCINOGENS, MUTAGENS, TERATOGENS 


11494 A new, low-cost method for measuring the carcinogenicity of 
chemical compounds has been developed [Bacillus subtilus]. 
Enviromment,.V>«2og4Ne2,,Jun- 198], pelos 


1150A Berenblun, I. The mechanism of carcinogenesis : a study of 
the significance of cocarcinogenic action and related 
phenomena. Ca-A Cancer J. clinicians, v.37, ne4, Jul.-Aug. 
1981, p.241-53. 


1151A Blackwell, Me. et ale Formaldehyde : evidence of 
carcinogenicity. American Industrial Hygiene Association, 
ve42, neZ7, Jul. 1981, p.A-34, A=-36; A-38, A-40. 


1152A Computer-based method developed to predict toxicity, 
mutagenicity. Chemical regulation reporter, y.5, nu-23, Sep» 
ee ie tet de Rete Or Sore eT a ty 
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1153A Dickson, D. Carcinogenicity testing - well, yes and no. 
Nature Wilde, AWedoc+, Aue. Fo, L9Ol” peo/ 07). 


1154A Formaldehyde : NYU [New York University Medical Center] 
decisively confirms findings of animal carcinogenicity, 
Upton states. Occupational safety and health reporter, 
Velly ns l49 Sep. 3 Jel9sl Bez oe Ret. EMSS Bos 


oA Lyon, Je Le et ale Cancer clustering around point sources of 
pollution : assessment by a case-control methodology. 
Environmental research, v.25, nel, Jun. 1981, p.29-34, 


1156A Matanoski, G M. et al. Cancer mortality in an industrial 
area lot "Ba Iv imote. S*Eavirenmhettal treséarci, ivi25) d.1, Jun. 


1981, p.8-28. 


L157A Sun, Me A firing over formaldehyde. Science, v.213, n.4508, 
Mugee s/s) UVOI yO s0—1, 


bays. Sun, Il. Study shows formaldehyde is carcinogenic. Science, 
Y 2S, es SIG eSepeel le PLOelet a. | 22, 


HAZARDOUS SUBSTANCES - PESTICIDES 


1159A Kavloek} Rs Js° et? at. Perinatal’ toxicity of endrin in rodents 
eA a PTOXT COLOR Vet in Ne ce LoOLes pe lel us 


HAZARDOUS SUBSTANCES - MISCELLANEOUS 


1160A Jackson, D. J. and N. G. West. Environmental monitoring : 7 - 
leads, Health and satety at work,; Ve, Nei; * un. 19ST, 
eleao. 

11614 Sangha, G. K., M. Matijak and Y. Alaire. Toxicologic 


evaluation of thermoplastic resins at and above processing 
temperatures. American Industrial Hygiene Association, 
v.42, ne 7/2 Jul 1OSIs pe 481-5. 


1162A West, Me Me Union calls for ban on (polyurethane) foam. 
Gecupational health, v.53," fest oul. 19018" pr 342-3, 


INDUSTRIAL HYGIENE 
11634 Cox, Je E. et al. Mortality of nickel workers : experience of 


men working with metallic nickel. British J. industrial 
nedicine stv e355 *niO¥™ Aan? 1 OSt** pr 5-o 
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Dupraz, Ce As Something new in respiratory protection for 
welders.” Welding UC%  vs004 nee, tage.” 19815 *'p.42-5. 


Hinrichs, J. F. Proposed health effects study of a welding 
bopwlatione’ Wetding des Veoo,ens 7, Jul. 19505) pr6o4;) 67. 


Office work may be hazardous to your health. Spokeswoman, 
Wee Nama y SUIS) po. 


Rushton, Le and Me R. Alderson. An epidemiological survey of 
eight oil refineries in Britain. British J. industrial 
meddctnet.v.3e)ine35!) Aug. 96129p.220-54. 


Self-regulation : an idea whose time has come? Occupational 
Hazards govs4as ns# Pi dubs WS, spPs7-6r. 


omith, C. A. Welding fumes, vapour, dust and gases. Health 
eandesarety-actwork, aves pene lOyY Jins2198l)ep. 32-4. 


Toffolo, D. One company's approach to hazard identification 
and evaluation [Dofasco Ltd., Hamilton]. Accident 
Prevenelenyevezse, 89) Sep. 71981 eapes=o. 


Werner, J. 8. and J. T. Carter. Mortality of United Kingdom 
acrylonitrile polymersiation workers. British J. industrial 
medveiney. 736 br 1n285 "AGP or TS] yp. 247-53; 


PROCEDURES 


Kim, Ge. S., Re McDonald and Me. A. Sackner. Generation and 
characterization of sulfate aerosols for laboratory 
studies. American Industrial Hygiene Association, v.42, 
Hove ul. Asie 9521-8. 


Que Hee, S.- S. Formaldehyde evolution from an ethylene-using 
ozone chemiluminescence meter : a new method of 
calibration. American Industrial Hygiene Association, v.42, 
He peut. Iolo psa L0—4, 


Tuggle, Re Me The NIOSH decision scheme. American Industrial 
Hygiene Association, v.42, ne/, Jul. 1981, p.493-8. 


MINERAL INDUSTRIES 
Ahmed, J. Us. Occupational radiological safety in uranium 
mines and mills. International atomic energy agency 


bu Likenmiin ,.fv.23 hrm. 2, elun) LOSLS p.29-3)2. 


How Falconbridge tackles effects of noise in the workplace. 
Westeror miner we v.04. ne/y daly 1981s. p.34; 36% 


MAPAO seeks answers to increase in fatalities. Western miner, 
Ve Ore il «eS lo Ds LO 20. ery, os 


Rx for roof stablizing. Compressed air, v.86, n./7, Jul. 1981, 
p- 24-5. 


1179A Sene Hatch introduces Mine Safety and Health Reform Act. 
Mining Congress J., v.67, n.9, Sep. 1981, p.31-2, 35. 


1180A Sophisticated tools now available for dealing with mine fire 
threat. Mine safety and health, v.6, n.3, May-Jun. 19d1; 
pelorg. a: 
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NOISE AND VIBRATION 


1181A Bird, C. J. The choice and care of ear protectors. 
Occupational safety and health, v.1l, n.6, Jun. 1981, 
pa2o-60% 

1182A Kam, J. K-H. Effect of whole-body vertical vibration on 


manual dexerity test results. American Industrial Hygiene 
Association, v.42, n.7, Jul. 1981, p.556-7. 


1183A Ko, Ne WeoM., He. Jo Head and Js. Chan. Effect of aircraft 
noise on pupil performance - a long-term assessment. 
Applied acoustics, v.14, n.5, Sep.-Oct. 1981, p.399-402. 


11844 Oborne,, DirJ., Teo. Heatheand Pe. Boareresn Variation in human 


response to whole-body vibration. Ergonomics, v.24, ne4, 
Ap ties 1981 2 ps.901-43¢ 


1185A Pyykko, Fe et al. Hand-arm vibration in the aetiology of 
hearing loss in lumberjacks. British J. industrial 
medicine, v.38, n.3, Adg.'1981, p.281=9. 


1186A Selected parts of workplace hearing conservation rule now in 
effect. Job safety and health report, v.ll, Mel/, Aug’ Zo. 
LOS tekp. U3 ke 


1187A U.S. Occupational Safety and Health Administration. OSHA 
partial lifting of stay on hearing conservation rules. 
Occupational safety and health reporter, viokbd, nsl3, Aug. 
213) LIB eyple 256742 REE a LOS mab See 


1188A Webb, R. De. Ge et ale Personality and inter-sub ject 
differences in performance and physiological cost during 
whole-body vibration. Ergonomics, v.24, n.4, Apr. PIS. 
pe casas 


OCCUPATIONAL MEDICINE AND NURSING 


1189A Acheson, &. D., Re H. Cowdell and E. H. Rang. Nasal cancer in 
England and Wales : an occupational survey. | British J. 
industrial medicine, v.38, n.3, Aug. 1981, p.218-24, 


1190A Alkov, Re A. Psychological stress, health and human error. 
Professional safety, v.26, n.8, Aug. 1981, p.12-4. 


PiSTA Checkoway, H. et al. A case-control study of bladder cancer 


in the United States rubber and tyre industry. Britistr J. 
industrial medicine, v.38, n.3, Aug. 1981, pe 240-6. 
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1193A 


1194A 


1195A 


1196A 


1a 97 A 


1198A 
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Barron, Ce*l.-and 1.°S. Ferry. Causes andt*control of 
workplace stress. Professional safety, v.26, n.8, Aug. 
Mbt oly RAG fo oe fest 


Herva, As and T. Partanen. Computerizing occupational 
carcinogenic data in Finland. American Industrial Hygiene 
Association ve42 pur. 7) UIs 8818 pes 29433. 


Industrial burn program effective care. Accident prevention, 
Weeo, Wie deesep ss! 1951), pale Tees 


Labreche, Je White-collar workers beware : offices may be 


hazardous to your health. Financial post magazine, Sep. 15, 
IG erp OH4— 56.6 58% 


Lynam, D. Re and Ke. We Nelson. Predicting return to work 
after medical removal required by health standards. Mining 
POUeheSS Jeu We 6/, 0+8.. Aue e195] pe Flat. 


Royal Society for che Prevention of Accidents. Women : health 
and safety at work : a basic reading list. RoSPA library 
bibliography n.8, Apr. 1980. .6 p. PAMPH 14,415. 


Semmence, Ae Occupational health services and the prevention 


of non-occupational diseases J. Royal Society of Medicine, 
ve/4, Jul. 1981, poW75-6./ PIPAN PMOL 4 Gime. 


Smich, Me. J. Recognition and control of psychosocial job 
stress. . Professional safety, v.26, n.8,; Aug. 1981, p.20-6. 


Voke, Je Hazards from colour vision defects. Occupational 
health, v.38, Jnc/, Jul. 1961," ps 369=7 6, 


POLLUTION AND ENVIRONMENTAL HEALTH 


1201A 


1202A 


1203A 


RADIATION, 


1204A 


1205A 


de Nevers, N. Measuring and managing pollutants. 
Environment™ v.23, 035; oSJunes 198994 pi 25235, 


Ember, Le Re Acid pollutants : hitchhikers ride the wind. 


Chemical and engineering news, v.59, n.3/7, Sep. 14, 1981, 
Decu-4, 26-7. 29-31. 


Health surveillance around point sources of pollution 
proceedings of a workshop. Albuquerque, New Mexico. Jan. 
22-24, 1979.:\ Environmental’ research,.ve25,;en.1, Jun. 1981. 
[photocopy table of contents only]. 


IONIZING 


Parker, Ge. D. Incineration of hazardous and low level 
radioactive waste. Pollution engineering, v.13, n-8, Aug. 
POS], p.2Z2=3% 


Sadove, Ae M. et al. Radiation carcinogenesis in man : new 


primary neoplasms in fields of prior therapeutic radiation. 
Canceriav.45% eo, .0ep.. 15 19815 pp. 1139-43. 


1206A Schull, W. Je, M. Otake and J. Ve Neel. Genetic effects of 
the atomic bombs : a reappraisal. Science, v.213, n.4513, 
pepe. LP, 193). ped 220s7. 


1207A Tokuhata, Ge Ke and Me. We. Smith. History of health studies 
around nuclear facilities : a methodological consideration. 
Environmental: research,: v.25), nel, June; 198), p.75-85. 


1208A Windscale fallout caused some cancers - but not many. New 
sciéotist, MeIWumeleGs) vote 20.00) 98 boone 4d: 


RADIATION, NON-IONIZING 


1209A Bassen, H. I. and R. F. Coakley. United States radiation 
safety and regulatory considerations for radiofrequency 


hyperthermia systems. J. microwave power, v.16, n.2, Jun. 
193) ,¢phedd 52 6 


1210A Science panel explores problem of 'terminal' illness 
[Norwegian study on electric fields from VDU's]. Job safety 
and, healthy reportsiwved lg n-dSywSep.vbe Plo Sic ap. 143. 


SAFETY 

WIAA Freeman, NevTs The wseeand mismessofshandatools. ‘ Protection, 
VohS, bio sh U ut) Go Sled pee Bs 

1212A Gt. Brit. Health and) Safety Executive. Safety at lift 
landingse Guidance note PM 26, Apr. 1981, p.1-3. Ref. HD 
42791 Cia G79: BM. 

12134 Gt. Brit. Health and Safety Executive. Vehicle finishing 
units : fire and explosion hazards. Guidance note PM 25, 

12144 Hamill, Le J. Sawmill maintenance safety. Health and safety 
digest, ¢ ve l6}0ms 2, qS8ummer,; )hOSI9 ps3. 

1215A Lancianese, Fe We Small plant's safety success formula. 


Occupational hazards, v.43, n.7, Jul. 1981, p.45-8. 


WORKERS ' COMPENSATION 


216A Orriss, H. D. Two kinds of compensation [occupational 
asthnail.,dindustrial ssatetyjyws 27 ,entb. mins 1981, p.7,9- 
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Accident prevention. Toronto : Industrial Accident Prevention 
Association, monthly. 


At the, centre +- Hamilton : Canadian Centre for Occupational Health and 
Safety, irregular. 


At the sourcee -—- Don Mills, Ontario : Ontario Federation of Labour, 
Occupational Health and Safety Training Centre. Included with : Ontario 
Labour. 


Bulletin. -- Toronto : Transportation Safety Association of Ontario, 
monthly. 


Business Law Reporting Services. Occupational health and safety law. -- 
Cobourg, Ont. 3 v. (looseleaf). KF 3550 .A6 .B979 v. 


CSSE contact. —- Rexdale, Ont. : Canadian Society of Safety Engineers, 
quarterly. Continues : Canadian Society of Safety Engineers membership 


newsletter. 


CUSCO. Toronto : College and University Safety Council of Ontario, 
irregular. 


Canada. Dept. of National Defense. General safety digest. -- Ottawa 
Supply and Services Canada, 6 times a year. 


Canadian employment safety and health guide. -- Don Mills, Ontario : CCH 
Canadian. Iimited. 02 ve slooselent). Ret. [T55 ..6712: v. 


Canadian occupational health & safety news. Toronto : Corpus, weekly. 
Vol. 1, no. 1-6 called Canadian industrial health and safety news. 


Canadian occupational safety. -- Delhi, Ont. : Industrial Magazine 
Division, Cash Crop Farming Publications Ltd., 6 times a year. 


Canadian occupational safety and health law. Toronto : Corpus, 
Clopee eat Vee Retell 71.0: ols te aL as 


Case NiSstory of an accident wor incident. -- Toronto + Industrial 
Accident Prevention Association, monthly. 


The comm-OOHNA-cator : newsletter of the Ontario Occupational Health 


Nurses, Association..-- Welland, Ont., :. 0.0.H.N.A.., triannual. 
Counsellor. -- Toronto : Construction Safety Assn. of Ontario., monthly. 
Continues : Construction safety counsellor. 


Farmsafe.e -~ Guelph, Ont. : Ontario Farm Safety Association, bimonthly. 


Health advocate. ~- Toronto : Toronto Department of Health, irregular. 

Health alert. -- Don Mills : Labour Council of Metropolitan Toronto, 
monthly. 

Health and safety digest. -- Vancouver : British Columbia Workers' 


Compensation Board, quarterly. Continues : Safety digest. 


Health and safety forum. Toronto, Canada Labour Views Company Ltd., 
weekly. 


IAPA update release. -- Toronto : Industrial Accident Prevention 
Association, irregular. 


Industrial first aid attendant. Vancouver : Industrial First Aid 
Attendants Association of British Columbia, monthly. 


Occupational health and safety. -- Edmonton, Alberta : Dept. of Labour, 
Occupational Health and Safety Division, irregular. 


Occupational health in Ontario. -- Toronto : Ontario Ministry of Labour, 
Occupational Health and Safety Division, Occupational Health Branch, 
quarterly. Ont. G.P. La. O.H. sO19 vo no. 


On site. Ontario Ministry of Labour, Occupational Health and Safety 
Division, irresuiary* One. "G.Pe.as sete se Oe ve Mee 


On the safe side. -- Don Mills, Ont. : Hospital Occupational Health 
Safety Services of the Ontario Hospital Association, quarterly. 


Prevention. Montreal : Industrial Accident Prevention Association, 
monthly. 


Safety Canada. Ottawa : the Canada Safety Council, monthly. 


Safety news. -- North Bay, Ont. : Mines Accident Prevention Association 
of Ontario, bimonthly. 


Safety topics. -- Rexdale, Ont. : Electrical Utilities Safety Association 
of Ontario, monthly. 


Summary of fatal accidents, prosecutions and unusual occurences. 
Ontario. Ministry of Labour, Occupational Health and Safety Division, 
Mining Health and Safety Branch, monthly. Ont. G.P. Lae M.H.S. .S$958 
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Update on occupational health and satery. =—"Don Mills. Oat. ° Ontario 


Hospital Association, Occupational Health and Safety Services, monthly. 
RA 969.9 -..059, 


WeC.B. news. -- Vancouver : British Columbia Workers’ Compensation 
Board, monthly. 


WCB reporte Toronto : Ontario Workmen's Compensation Board, bimonthly. 
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INTERLIBRARY LOANS 


All interlibrary loans to and from other libraries 
i ee ee eG Omelet 1tpraries. 


have been suspended indefinitely 


Present Ministry restrictions on hiring do not permit us to fill the 
vacancy in our interlibrary loan position resulting from the promotion of 


Olivia Hamilton to senior serials technician. 


Other responsibilities of this position, back-up of circulation, reception 
and telephone service, shelving of materials, etc. have been distributed 
among other library staff, but the considerable workload of checking, 
phoning, photocopying, etc. of the interlibrary loan service cannot be 
redistributed. 


Please do not request exceptions to this policy as there is no one to 


handle this service at present. 


The Library staff regrets this inconvenience and hopes that it will be 
short-lived. Ministry staff will have to postpone requests. Non-ministry 
clients may find their own material in the library and a coin-operated 


photocopier is available. 
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organophosphate pesticide residue at reentry. J. toxicology 
endvenviromenctalt health, v.o, nel-2, Jul.=Aug. 1981, 

p. 169-364. 


1499A Wren, C., P. He Me Carson and J. M. Sanderson. Organophos- 
phate poisoning and complete heart block. J. Royal Society 
offMedicine;sy.74, Sep.” 19817 p.688-9> ~ PAMPH 14,425. 


1500A Wyrobek, A. J. et al. Sperm shape abnormalities in 


carbaryl-exposed employees. Environmental health 
perspectives, v.40, Aug. 1981, p.255-65. 


HAZARDOUS SUBSTANCES - MISCELLANEOUS 


15014 A letup in the drive to regulate formaldehyde. Business week, 
BE27 09S 40C8s .PZ2P°TSST, >. 88. 


A502A Bilgi, C. Fibrous glass - is it a health hazard? 


Occupational health in Ontario, v.2, n.4, Oct. 1981, 
Par o-JOs Ones Geshe na. “OsH. tOI9 ver" nosse 


1503A Canada. Consumer and Corporate Affairs. Cellulose 


insulation. Trade communique, n.4, Oct. 1981, 9p. [In 
French and English]. PAMPH 14,424. 


1504A Canadian answers to UF (urea formaldehyde) foam problems. Air 
conditioning, heating and refrigeration news, v.154, n.8, 
OCEs 265 "198, Mp1 243. 


1505A Comtess, J. Me The awesome power of flammable liquids. Ohio 
monttor SVe5e” no, Oct. FIST Bera-7. 


1506A Farrant, E. Safe handling of cytotoxic drugs. Occupational 
healthtw58, nesi@aues 198159 %p.'402—-5. 


1507A Ferguson, W. S. Lead chromate. Science, ve214, n.4516, Oct. 
fy £OGL, Deo 


15084 


1509A 


1510A 


Lola A 


15124 


1513A 


1514A 


1515A 


1516A 


1517A 


1518A 


1519A 


15204 


Fukuchi, Y. Nitroglycol concentrations in blood and urine of 
workers engaged in dynamite production. International 


archives of occupational and environmental health, v.48, 
ne 4, 1981, p. 339-46. 


Grandjean, P., Ne. Be Olsen and H. Hollnagele Influence of 
smoking and alcohol consumption on blood lead levels. 


International archives of occupational and environmental 
health, v.48, n.4, 1981, p.391-7. 


Halbert, M.-.K., M. K. Mazumder and R. L. Bond. Respirable 
particulates in household aerosols. Environmental research, 
Va20,.. Ded, Octs 1981, pido5=9- 


Home cleaning products survey. LIT SL Ines ye UoSgente 4-5, Als. 
1981, (im O11, chemtcal and atomic unton NEWS av (37240 05 
POGe, LOSI. nll. 


Kerr, H. D. et al. Effects of sulfuric acid aerosol on 


pulmonary function in humans. Environmental research, v.20, 
Nedg, OCrs LIS! peal 51), 


Leeper, E. M. How benign are the alkyl benzenes? News report 
[National Academy of Sciences], VerXKT Mol wOct., 1981, 
Dari. 


Mineral fibers, Nordic expert group for documentation of 
occupational exposure limits. Arbete och balsag n.26, 1981, 
40 p. [79 references, Danish, English summary] [photocopy 
summary and references]. 


NIOSH sends cancer alert on ethylene oxide. Lifelines, v.8, 
ne4-5, fog. 1981, (in Oil, chemical and atomic union news) , 
ve 37, n.6, Aug. 1981, p.[10]. 


OSHA rejects petition for emergency standards for ethylene 
oxide. Toxic materials news, v.8, n.38, Sep. 30, 1981, 
pe 298. 


Roels, H. A. et al. In vivo measurement of liver and kidney 


cadmium in workers ...e in blood and urine. Environmental 
research, v.26, nel, Oct. 1981, p.217-40. 


The formaldehyde question and political toxicology. 


Newsletter [Forum for the advancement of toxicology], v.14, 
Nos Aug. 1981 Ded Dd. 


U.S. Consumer Product Safety Commission. Urea-formaldehyde 
foam insulation ; extension of time for rulemaking. Federal 
register, ve46, n.193, Oct. 6, 1981, p.49140-1. 


U.S. Occupational Safety and Health Administration. 
Occupational exposure to lead ... deferral of effective 
date. Federal register, v.46, n.196, Oct. eek Me 
p.-50068-9. 


INDUSTRIAL 


1521A 


1522A 


15234 


1524A 


1525A 


1526A 


15274 


LABORATORY 


1528A 


15294 


1530A 


MINING AND 


15314 


HYGIENE 


DuPont, 3M protocols cannot assure adequate protection factors 
[of respirators for lead], NIOSH says. Occupational safety 
ami ihealth freposeen.: we lL gore. Octewnl dy 1981. e390. Ref. 
Ebi: B9512. 


Lund, J. Wood dust : much more than a nuisance — part be 
International woodworker, v.46, n./7, Jul. 23, 1981, p.4. 


Norway - a working environment project. European industrial 
relations. teview,, n-90,:Jul.,.198h, p..20-l. 


Saunders, Ke. J. Diffusive samplers - an alternative approach 
to personal monitoring. International environment and 
safety, Aug. 1981, p.54-6. 


Spotlight on health and safety [ECC report on occupational 
health and safety in Canada]. Worklife, v.2, nl, 1981, 
pe LUAS. 


Wastewater collection systems show increase in worker 


injuries. Job safety and health report, v.ll, n.21, Oct. 
5, Opens PS fo 9 RM WN 


Welding blanket material outperforms asbestose Welding J., 
W005 -0s,9,,.9eps, 1981, .ps46,, 49. 


PROCEDURES 


Angerer, Je, R. Heinrich and H. Laudehre. Occupational 
exposure to hexachloroyclohexane - part Ve. International 


archives of occupational and environmental health, v.48, 
ms 455 1981.7 p<319=24; 


Brouwers, H., R. Kriesel and K. Jansky. The introduction of 
microprocessor-based instrumentation for the measurement of 
occupational exposure to toxic substances. Presented at the 


1980 American Chemical Society Exposition, Las Vegas, Aug. 
25-28, 1980, 10 p. PAMPH 14,426. 


Muller, G., Ke Norpoth and S. Ze Me Travenius.e. Quantiative 
determination of bis (chloromethyl) ether (BCME) in the ppb 


range by using portable air sample collectors. 
International archives of occupational and environmental 
health. -v.48...065.,1991, .P- 32 nF 9s 


MINERAL INDUSTRIES 


New nickel mine for Sudbury. Mining J., v.297, n./626, Oct. 
Ge, LIST. pcos 


NOISE AND VIBRATION 


EoocA 


Kamperman, G. We The dosimeter and impulsive noise 
[editorial]. Sound and vibration, v.15, n-9, Sep. 1981, 
Dee 


15338 


1534A 


Rai, Re M.- et al. Biochemical effects of chronic exposure to 


noise in man. International archives of occupational and 
etvirommental vedi, Ve4o, Net, LUOL. De 351-7. 


Wilson, C. E., H. Solanky and H. Gage. Hearing protector 
effectiveness. Professional safety, v.26, n.10, Oct. 1981, 
Dele oe 


OCCUPATIONAL MEDICINE AND NURSING 


15354 


1536A 


P5374 


1538A 


15394 


15404 


15414 


15424 


15434 


15444 


Barnard, J. Me Stress : the role of the OH (occupational 
health) nurse in prevention. Occupational health, Vass 
liso, Auge 1931, pe411=5;, 


‘Bellin, J. S. Don't take your 'work' home with you. 
Occupational health and safety, v.50, n.6, Jun. 1981, 
Des 2. 


Bilgi, C. Criteria for diagnosis of asbestosis. Occupational 
health.in Ontario, ~v.da no4, Oct. 1931], p.t9l=o. Onte Ge. 
Las O.H. O19 y,2 no. 4. 


Brown, D. As Respiratory protection. Occupational health in 
Ontario, vez, ne, Oct. 1938!, peloe-7 6. Ont~e Geresla. OLH. 
CEA en NOs. 


Cohen, Re Toxic exposures - what to do. National safety 
news, vel24, n.4, Oct. 1981, p.59-61. 


Gries, Me. R. Overcoming male myths and taboos. Occupational 
Neal th and “satety,. v.50. ne JU  oep, 1951, p- 20, 60-] 63-4. 


Strasser, A. L. So, you want. to. be. an occupational physician? 
[editorial]. Occupational health and Saret Vy, 1 Velo, sires 
Sepes 1981. 9.50, 00> /4 


Vihma, T. Health hazards and stress factors in small industry 
— prevalence study in the province of Uusimaa... 
Scandianavian J. work, environment and health aN.) ». Suppl. 
3, 1981, 149 p. (no photocopy). 


Walker, As Me. Proportion of disease attributable to the 
combined effect of two factors. International J. 
epidemiology, v.10, nol, Mar. 1981, p.81-5. PAMPH 14,428, 


Working overtime : does it affect Your héalth?.” Lifelines, 
TsO. Nst—9 ele el Oot. (in O41 chemical and atomic 


NeWs) Vespa, Aue 19S, pt Sel. 


POLLUTION AND ENVIRONMENTAL HEALTH 


1545A 


Brockhaus, A. et al. Intake and health effects of thallium 


among a population living in the vicinity of a cement plant 
eeee International archives of occupational and 


environmental health, v.48, n.4, 1981, p.375-89. 


1546A 


1547A 


1548A 


1549A 


1550A 


RADIATION, 


1 Pest 


1552A 


1553A 
1554A 
RADIATION, 
15554 


SAFETY 


1556A 


L557 A 


1558A 


1559A 


1560A 


Canadian officials call acid rain most important - difference 


with U.S. International evnvironment reporter, v.4, n.10, 
Oets 14,1981, pelQ30r4). siRef. I> 172 2 162 


Greathouse, ae Toxicity testing in ecosystems. News report 
[National Academy of Sciences], v-XXXI, n.9, Sep. iNe ka 
Dee-l2. 


Indoor pollution control research needs outlined. Air 
conditioning, heating and refrigeration news, v.154, n.8, 
Debs ZO IO le pelo, 


Sun, M. EPA may be redefining toxic substances. Science, 
ve214, no4520, Oct. 30, 1981, p.525-6. 


Woods, J. E., Es As Be Maldonado and G. L. Reynolds. How 
ventilation influences energy consumption and indoor air 
quality. ASHARE J., V.23, n.9, Sep. 1981, p.40-3. 


IONIZING 


Schatz, G. S. Research on effects of radiation : need is for 


study of basic biology. News report [National Academy of 
Sciences], v.XXXI, n.10, Oct. 1981, p.3-5. 


Slovic, P., B. Fischhoff and S. Lichtenstein. Informing the 


public about the risks from ionizing radiation. Health 
physics, ve4l, ne4, Oct. 1981, p.589-98, 


VDT tests show no harmful effects. Ohio monitor, v.54, n.9, 
Oct. “1981. 20. 


Wall, B. F. et al. A reappraisal of the genetic consequences 
of diagnostic radiology in Great Britain. British J. 
radiology, v.54, n.645, Sep. 1981, p.719-30. 


NON-IONIZING 


Winburn, D. C. A practical approach to laser safety. 
National safety news, v.124, n.-4, Oct. 1981, p.25-31. 


Comtess, J. Me Chemical hazards are your eyes protected? 
Ohio monitor, v.54, n.8, Sep. 1981, p.15-7. 


Employer has moral, though not legal, duty to brainwash safety 


into young workers. Health and safety forum, Oct. 19, 1981, 
De 1-2. 


Foltz, J. L. Disposable respirators for forest fire 
fighters. Fire technology, v.17, n.3, Aug. 1981, p.174-6. 


Graham, J. and D. Shakow. Risk and reward : hazard pay for 
Workers. Environment, v.23, n.8, Oct. 1981, psl4-20, 44-5. 


Greece - workplace health and safety committees. European 
industrial relations review, n.90, Jul. 1981, p.10-1. 


- 10 - 


1561A Lahey, Je Portable tools - part III. National safety news, 
ve124, ne3, Sep. 1981, p.56-62. 


15624 Protective clothing. Industrial safety, v.27, n.8=-9, 
Auge-Sep. 1981, Safety data sheet no. 15b, pei-viii. 


15634 Riley, M- W., D. J. Cochran and J. &. Deacy. Warning label 
design. Professional safety, v.26, nel0, Oct. 1981, p.44-6. 


1564A Wray, Le. Keeping your standard - a report on eye safety tests 
at BAO safety division. International environment and 
safety, Aug. 1981, p.57-60. 


1565A Young, B. Safety rules caught in middle of bureaucratic power 
Struggle. Health and safety forum, Oct. LO OL” Bem he 


STANDARDS 


1566A ANSI (American National Standards Institute) : an imperfect 


arbiter. Occupational health and safety, v.50, n.9, Sep. 
1981, p.77-9. 


WORKERS" COMPENSATION 


15674 Files access policy revealed. WCB news, v.24, ne4, Jul.-Aug. 
1961... p.2-4. 


1568A Occupational disease draining social security funds, witnesses 


claim. Toxic materials news, v.8, n.40, Oct. 14. 19815 
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PERIODICAL ARTICLES 


CONSTRUCTION INDUSTRY 


15694 Couch, D. Be and T. M. Fraser. Access systems of heavy 
construction vehicles : parameters, problems and pointers. 
Applied etzonomics, vel2, n.2, June 1981, p. 103-10. 


1570A Great Britain. Health and Safety Executive. Construction 
hoists. Guidance note, PM27, Aug. 1981, 4 p. Ref. HD 7279 
G7 G/9 PM. 


1571A Most injuries to dozer, loader and backhoe operators related 
to poor mounting and dismounting. Counsellor, Oct. 1981, 
Pe 4-5. 


ERGONOMICS AND HUMAN ENGINEERING 


1572A Adams, Ne Le, As Barlow and Je Hiddlestone. Obtaining 
ergonomics information about industrial injuries : a 


five-year analysis. Applied ergonomics, vel2, n2, Jun. 
LYS], -pevi—Sts 


I5STSA Edwards, Me The design of an accident investigation 
procedure. Applied ergonomics, vel2, ne2, Jun. 1981, 
Deli l= 3. 

1574A Kolers, Pe Ae, Re Le Duchnicky and De. Ce. Ferguson. Eye 


movement measurement of readability of CRT (cathode ray 
tube) displays. Human factors, ve23, ned, Octe-1981, 
De DI =27 6 


1575A Mourant, Re Re, Re Lakshmann and Re. Chantadisaie Visual 
fatigue and cathode ray tube display terminals. Human 
TaCeOleg kVecs, Dsds 7 UCt., 1951, pHeu29=40, 


1576A Vokac, Ze et ale Apparent phase-shifts of circadian rhythms 
(masking effects) during rapid shift rotation. 
International archives of occupational and environmental 
heakrhiguves9, nelgal9sd,-ps53-65. 


HAZARDOUS SUBSTANCES 


L577 A Pearce, Fe Britain accepts second-best controls on new 
Cheulcatce NeW Sclentist. 1v.9.. nel li/— Ochs i296 198], 
p.298. ‘ 

1578A Registration and control of chemical substances destined for 


the Netherlands. Safety Canada, v.XXV, no 9, Oct. 1981, p./. 


15/98 Woodbury, Me Ae, Ke Ge Manton and & Stallard. Longitudinal 
models for chronic disease risk : an evaluation of logistic 
multiple regression and alternatives. International J. 
epidemiology,) v.10, °ns2, June: 1981, «ps 187-97, » PAMPH; 
14 433% 


HAZARDOUS SUBSTANCES - ASBESTOS 
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15804 


LOSTA 


1582A 


15834 


Eisele, G. Re. A perspective on asbestos ingestion. 
Environment international, v.5, lel, ivol, bell-4, 


Hogan, Me D. and De. G. Hoel. Estimated cancer risk associated 


with occuaptional asbestos exposure. Risk analysis, vel, 
nel, Marte Poel 3 pe0/-/6. 


Vincent, J. He. et ale Static electrification of airborne 
asbestos ~3"a “study of “its causes, assessment and effects on 
deposition in the lung of rats. American Industrial Hygiene 
Association Je, v.42, n.10, Oct. 1981, p.711-21. 


Woltowitz, Ho. J. et al. Asbestos—redated diseases in the 
Federal Republic of Germany. American J. industrial 
MEdICT HE, Ve,” Nels 195! per l=Ge 


HAZARDOUS SUBSTANCES - CARCINOGENS, MUTAGENS, TERATOGENS 
a ee ENN PF ERALOGENS 


1584A 


15854 


1586A 


1587A 


1588A 


1589A 


1590A 


15914 


P59ZA 


ey ley| 


Ashterd,” Noo As Regulatory responses to carcinogens, mutagens 
and teratogens. Proce sixteenth annual meeting of the 
National Council on Radiation Protection and Measurments, 
Quantitative risk in standards setting, Washington, Apr. 
2733 1960, pe 4-43 RAS 231 oR oe ePGa TG. 7. 


Crouch? / Bsa nd? Re Wilson. Regulation of carcinogens. Risk 
analysis\ ey. dn. ls Mare 81961 9 5047=57- 


Emmett, Es As, Es Me Bingham and W. Barkley. A carcinogenic 
bioassay of certain roofing materials. American J. 
industrial medicine, v.2, nl, 1981, p.59-64, 


Falk, He et ale Arsenic-related hepatic angiosarcoma. 
American J. industrial medicine, v.2, Gel, LOST 69.4 3-50. 


Greaves, WoW. "et are” Relationship between lung cancer and 
distance of residence from nonferrous smelter Stack 
effluent. American J. industrial Med C1 Ney aves eater, alos, 
Palo 23. 


Higeins, be et ale “lofluence Of arecenic exposure and smoking 
on lung cancer among smelter workers : a pilot study. 
American J. industrial medicine, v.62, n.1, 1981, p.33-41. 


Kotin, in academy lecture, decries lasti ne gaps in knowledge 
of cancer. Occupational safety and health Eeporter, vell, 
heal Oct. 22, 1981.) p.405-6. Rete P55 «B952. 


Munn, As The cancer risk : a review of the problem. Safety 
Surveyor, ve9, ne3, Sep. 1981, p.16-22. 
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REFERENCE ITEMS AND CURRENT ISSUES OF JOURNALS DO NOT CIRCULATE 


FOR INFORMATION ON OBTAINING BULLETIN ITEMS PLEASE SEE REQUEST FORM AT THE BACK 


Library News 





New Look/New Frequency 


Beginning this month, our Library Bulletins will have a new cover design. 
Also, the Occupational Health and Safety Bulletin will now be published 
once a month, not twice a month as in previous years. Topics will continue 
to appear as usual in each issue. The book section of the bulletins will 
now be somewhat longer and the entries more detailed. 


Library Orientation 


The Library has a new brochure and videotape programme to acquaint users 
with the many services we offer. Ministry of Labour staff, and especially, 
new employees, are encouraged to drop into the library for tours and 
orientation. The videotape programme can be shown to new employees, to 
branch staff and to regional office staff. For individual or group tours 
and for a showing of our videotape programme, please contact Brian Morrison 
at 965-1641. Get to know us - we are here to help you with your 
information needs. 
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Management of assessed risk for carcinogenesis / edited by 
William J. Nicholson. -- New York : New York Academy of 
Sciences, 1981. 
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Academy of Sciences ; v.363). 


Mercier, M. 

Criteria (dose/effect relatonships) for organochlorine pest- 
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Symposium on Chemical Indices and Mechanisms of Organ- 

Directed Toxicity (1981 : Barcelona). 

Organ-directed toxicity : chemical indices and mechanisms 
proceedings of the Symposium on Chemical Indices and Mechanisms 
of Organ-Directed Toxicity, Barcelona, Spain, 4-7 March 1981 / 
edited by Stanley S. Brown and Donald S. Davies. -- Oxford ; 
Toronto : Pergamon, cl981. 
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Asbestos-containing materials in school buildings : a 
guidance document. -- Washington : U.S. Environmental 
Protection Agency, Office of Toxic Substances, 1979, 
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Compendium of comments on the 1980 proposed regulation for 
asbestos. -- [Toronto : Occupational Health and Safety Div- 
ision, Ministry of Labour, 1981?]. 

199 leaves in various foliations ; 30 cn. 


Great Britain. Health and Safety Commission. 

Work with asbestos insulation and asbestos coating, / Health 
and Safety Commission. -- London : HMSO, 1981. 
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note / Health and Safety Commission). 
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National Workshop on Substitutes for Asbestos (1980 : 

Arlington). 

Proceedings of the National Workshop on Substitutes for 
Asbestos, Arlington, VA, July 14-16, 1980 / sponsored by United 
States Environmental Protection Agency, United States Consumer 
Product Safety Commission, Interagency Regulatory Liaison Group 
; co-editors, Arlene Levin, Hope Pillsbury. -- Washington :; 
U.S. Environmental Protection Agency, Office of Pesticides and 
Toxic Substances, 1980. 
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Industrial Safety Seminar (8th : 1981 : Regina, Sask.) 
Copies of papers presented to the 8th annual Industrial 
Safety Seminar / sponsored by the Occupation Division of the 
Sask. Safety Couricil. -- [Regina] : The Council, [1981]. 
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International Labour Office. Tripartite Technical Meeting for 
the Timber Industry (3rd : 1981 : Geneva). 

Occupational safety and health problems in the timber 
industry / Third Tripartite Technical Meeting for the Timber 
Industry, Geneva, 1981. -- Geneva : ILO, 1981. 
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Makower, Joel. 
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Manny, Edward F. 

Pre-employment low back x rays : an overview / tdward F. 
Manny, Harvey Rudolph, Mary Ann Wollerton. —~- Rockville, Md. 
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Occupational safety and health education and training pro- 
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Swedish-American Conference on Chemical Hazards in the Work 
Environment (1980 : Washington) 
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Cashdollar, Kenneth L. 
Three Bureau of Mines optical dust probes / by Kenneth L. 


Cashdollar, Israel Liebman, and Ronald S. Conti. —- [Pit- 
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Doerfler, Thomas E. 

Statistical studies : metal/nonmetal mine fatality studies / 
United States Department of the Interior, Bureau of Mines ; 
Arthur D, Little Inc. ; [author, Thomas E, Doerfler]. -- 
Cambridge, Mass. : Arthur D. Little; ginc.n. Springfield, Va. 
reproduced by NTIS, 1980. 

40, 5 leaves : charts ; 30 cm —- (Bureau of Mines open file 
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US Ad Hoc International Meeting of Regulatory Officials on 

EP be: Alignment of Noise Test Procedures (1980 : Washington) 

A189 National regulatory situations and regulations concerning 
noise source emissions. -- Rev. -- Springfield, Va. 


reproduced by NTIS, 1981. 
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U.S. Final regulatory analysis of the hearing conservation 
35. amendment / U.S. Department of Labor, Occupational Safety 
hos and Health Administration, Office of Regulatory Analysis. -~- 
F491 Washington : The Administration ; [Springfield, Va. ] 
product of NTIS, 1981. 
236 leaves in various foliations : charts ; 30 cm. -—- (PB 
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UsSs Galaitsis, A. 

123.9: Noise reduction of chain conveyors. Vol. I. / prepared for 

133-80 United States Department of the Interior, Bureau of Mines ; by 
Bolt Beranek and Newman ; [authors, A. Galaitsis, R. Madden, 
and D. Anderson]. -- Cambridge, Mass. : Bolt Beranek and New- 
man ; Springfield, Va. : reproduced by NTIS, 1979. 
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Proceedings of the International Technical Conference on 
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production / project officer, Ellen Warhit. -- Washington : 
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Office of Toxic Substances : U.S. Environmental Protection 
Agency, Office of Pesticides and Toxic Substances, 1980. 
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National Council on Radiation Protection and Measurements, 
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Biological effects of ionizing radiation / edited by A. M. 
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Ottawa : The Branch : Canadian Government Publishing Centre 
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Toronto : Pergamon, cl981. 
gin 322) pe Sl eharte, maps’ > 26 cms. 


ID 
9698.5 
oT4 
In8 
no.198 


U.S. 

HE20, 
4102: 
- H699 


HD 
9698.5 
wae, 
In8 
no. 200 


HD 
9698.5 
ie 
In8 
110.10 


Cian. 
NR9I- 
R427 


HD 
9698.5 
bo gti 
In8 
moeoz L 


- 8 - 


Guide to the safe handling of radioactive wastes at nuclear 


power plants / International Atomic Energy Agency. -- Vienna: 
The Agency, 1980, 
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Energy Agency. Technical report series ; no. 198). 


Hoffman, Daniel A. 
Effects of ionizing radiation on the developing embryo and 
fetus: a review / Daniel A. Hoffman, Richard P. Felten, W. 


Howard Cyr. -- Rockville, Md. : Bureau of Radiological Health, 
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International Symposium on the Decommissioning of Nuclear 

Facilities (1978 : Vienna, Austria) 

Decommissioning of nuclear facilities : proceedings of an 
International Symposium on the Decommissioning of Nuclear Fac- 
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Agency and the OECD Nuclear Energy Agency. -- Vienna : [AEA, 
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nuclear facilities / International Atomic Energy Agency. -- 
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Report on investigation and implementation of remedial 
measures for the radiation reduction and radioactive decon- 
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Atomic Energy Control Board, 1981. 
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tection : practical implications : proceedings of a Topical 
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tion Protection / sponsored by International Atomic Energy 
Agency...[et al.]. -- Vienna : IAEA, 1979, 


6/4999 SFr 1) a char te "o4 ten. = (Proceedings series ; STI/ 
Pub/521). 


Shapiro, Jacob. 
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In8 56 p. 3; 24 cm. -- (International Atomic Energy Agency. Tech- 
no. 189 nical report series ; no. 189). 
HD Symposium on Occupational Radiation Exposure in Nuclear 

9698.5 Fuel Cycle Facilities (1979 : Los Angeles). 

eP7 Occupational radiation exposure in nuclear fuel cycle facili- 
In8 ties : proceedings of a Symposium on Occupational Radiation Ex- 


no.327 posure in Nuclear Fuel Cycle Facilities / jointly organized by 
the International Atomic Energy Agency and the OECD Nuclear 
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Standard American National Standards Institute. 
ANSI American national standard : requirements for protective 
Z289.1- headwear for industrial workers / American National Standards 
vrs Institute. -- New York : The Institute. 
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Standard American Welding Society. Task Group on Recommended Safe 
AWS Practices. 
F4,1= Recommended safe practices for the preparation for welding 
yre and cutting of containers and piping that have held hazardous 
substances / prepared by Task Group on Recommended Safe Pract- 
ices ; under the direction of AWS Committee on Safety and 
Health. -- Miami, Fla. : American Welding Society. 
1 U. 5  26 Cit. 
Standard Canadian Sheet Steel Building Institute. 
CSSBI Standard for steel farm buildings / Canadian Sheet Steel 
38.120- Building Institute. -- Willowdale, Ont. The Institute, 
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Standard Canadian Sheet Steel Building Institute. 
CSSBI Code of standard practice for steel farm buildings / Canadian 
32.120=" Sheet Steel Building Institute. -- Willowdale, Ont. : The 
View Institute. 
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Standard Canadian Standards Association. 
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Gaee2 part of Canadian Electrical Code, part II, safety standards for 
no.l3/7- electrical equipment / Canadian Standards Association. -- 
Myr. Rexdale, Ont. The Association. 
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Standard Canadian Standards Association. 
CSA Method for the measurement of ozone in air / Canadian Stan- 
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ANSI/ Standard for safety : portable sun/heat lamps / Underwriters 
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Ont. Schedule of benefits for physicians' services / Workmen's 
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5416 58 leaves ; 29 cm. -- (Bibliographical guides to the sciences 
noe3 : opts 

Wed Evaluation of the health risks associated with the treatment 
Bol. and disposal of municipal wastewater and sludge / by C. S. 
23/4: Glark,.sfet.al.Js.--,Cincinnati, Ohio : Health Effects. Re- 
600/1- search Laboratory...U.S. Environmental Protection Agency ; 
80-030 Springfield, Va. < reproduced by NTIS, 1981. 


Rxeccoup.e: Lll.;, charts; maps? 3428) cmin-7 (BPA600/1-80- 
030) (PB81-175945). 


Z Fosdick, Howard. 

678.9 Computer basics for librarians and information scientists / 

F748 Howard Fosdick ; with a foreword by F. Wilfrid Lancaster. -—- 
Arlington, Va. : Information Resources Press, 1981. 


Sere is. Charts 31°02 4icn, 


PERIODICALS 

HD Canadian Centre for Occupational Health and Safety. 

7657 Report of the Council / Canadian Centre for Occupational 

sC212 Health and Safety. -- Ottawa : The Centre. 

yle Vawot COALEB rT. Peo. CHS 

Index Current published searches / National Technical Information 
Service. .—=, Springfield; Vasu: ThesService. 


We sncoe Ci. 


Period. Fire service today / National Fire Protection Association. -—- 
Quincy, Mass. : The Association. 
yepetLy let ye28.cm. 


Ont. Hazard alert / Ontario Ministry of Labour, Mining Health and 
GUPe Safety Branch. -- [Toronto] : The Branch. 

Las vet (loose-leaf)i : cols: idle 3" 30% em. 

Melle. 

~H428 Library has : 1981- 

oe 

RC Ontario Cancer Institute. 

261 Annual report ... incorporating the Princess Margaret 

Al Hospital / The Ontario Cancer Institute. -- [Toronto] : The 
AVS gh Institute. 

A a gh Vers ttle, Charts, ports >; 21x20 cn, 


Period Research news / The Institute for Environmental Studies, Uni- 
versity of Toronto. -- Toronto : The: Institute. 
Vn lt neoncis 


Period Signal / Quebec Safety League. -- [Montreal] : The League. 
Vel: 411.8; 2S cms 
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PERIODICAL ARTICLES 


CONSTRUCTION INDUSTRY 


OOO1A Garrison, G. Pile driving with a velvet glove. Engineering and 
contract reocrd, v.94, n.1l2, Dec. 1981, p.54-5. 


OO002A Industrial hygiene for construction worksites, part one. 
Construction newsletter, Jan.-Feb. 1981, p. [3-4]. 


0003A International harmonization urged for noise measurement of site 


equipment. International environment reporter, Ve4, 0.12, 
Dec. oi Bee ie p.1124-5, Ref. TD Np: « hO2. 


OO004A Malmqvist, R. et al. Measurement of localized muscle fatigue in 
building work. Ergonomics, v.24, ne9, Sep. 1981, p.695-709, 


ERGONOMICS AND HUMAN ENGINEERING 
pa ype ee EN 
OOO5A Cox, M., R. J. Shephard and P. Corey. Influence of an employee 


fitness programme upon fitness, productivity and absenteeism. 
Ergonomics, v.24, n.10, Oct. 1981, p.795-806. 


OOO6A Khaleque, A. Job satisfaction, perceived effort and heart rate 
in light industrial work. Ergonomics, v.24, n.9, Sep. 1981, 
Psevsora2. 

OOO7A McCracken, J. Ergonomics in the workplace. WCB report, Dec. 


198th Dead; 


OO008A Ontario bill proposes safeguards for VDT workers. CUSCO 
newsletter, Dec. 1981, p.l. 


OO09A Pytel Jeo L.gandsk «Kanone Dynamic strength test as a predictor 
for maximal and acceptable lifting. Ergonomics, v.24, n.9, 
Sep. 1981, p.663-72. 


HAZARDOUS SUBSTANCES 


OO1O0A Early warning scheme for potential hazards from new chemicals. 
Protection, vile, net, Nov. LOCOS epee 


OO1IA Ketchen, E. and W. Porter. Hazardous materials management and 
control program at Oak Ridge National Laboratory - health 
protection. American Industrial Hygiene Association J., v.42, 
nel2, Dec. 1981, p.880-6. 


HAZARDOUS SUBSTANCES - ASBESTOS 

ee ee et pO LN, 

0012A Biological effects of asbestos depend on exposure level. 
Bulletin [l'association des mines d'aminate du Quebec], v.5, 


ne3, Sep.-Nov. 1981, p.4-7. 


0013A Blue outlook for asbestos. Health and safety at work, v.4, n.3, 
Nov. £980 ; peiord., 


OO014A 


OO15A 


O016A 


OO1L7A 


OO18A 
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Harington, J. S. Fiber carcinogenesis : epidemiologic 
observations and the Stanton hypothesis [editorial]. J. 
National Cancer [nstitute,, vie6754 0» 2., Nov. 198l,.90.977-89. 


Samimi, B. S. and A. M. Williams. Occupational exposure to 
asbestos fibers resulting from use of asbestos gloves. 
American Industrial Hygiene Association J., v.42, n.12, Dec. 
19815 40.40/02. 


Severny, P. Asbestos hazard control at SRUP. General safety 
dLGeSticn Vie Desde en eDerocts LYS. p.4—455 


Stanton, M. F. et al. Relation of particle dimension to 
carcinogenicity in amphibole asbestos and other fibrous 
minerals. J. National Cancer Institute, v.67, n.5, Nov. 1981, 
D6 90l-/ 5. 


What homeowners should know about the hazards of asbestos. Home 
safety newsletter, Jan.-Feb. 1982, p.3. 


HAZARDOUS SUBSTANCES —- CARCINOGENS, MUTAGENS, TERATOGENS 


OO19A 


OO20A 


OO21A 


0022A 


0023A 


0024A 


0025A 


O026A 


1,1,1,2-Tetrachloroethane. Chemical regulation reporter, v.95, 
ivoo, Dec. 1B. 19ek, Pall2o« Rel. | OD 4 Clog. 


An IARC (International Agency for Research on Cancer) appraisal 
of carcinogenicity testing. Food and cosmetics toxicology, 
¥.19, nn. 6.6 Dec. J9G].5ip.«/83-5. 


Atherley, G. R. C. Management of assessed risk for carcinogens 
in Canada : the interplay of social, political, and scientific 
factors. Management of assessed risk for carcinogens, v.363, 
19S), pe20l- 7s RG 206.0 <MZ06, 


Chloroethylethers. Chemical regulation reporter, v.5, n.38, 
Dee. 16, 190), me lUzI— 46) REL es gl ide 6c Jo. 


Ehling, U. H. Evaluation of genetic hazards in man from 
radiation and chemical mutagens. Proc. Advisory Group Meeting 
on Radiobiological Equivalents of Chemical Pollutants, Vienna, 
Dec. 12-16, 1977, p.71-81. HD 9698.5 .P7 In8 no.544, 


Ehrenberg, L. G. and S. Osterman-Golkar. Assessment of genetic 
and cancer risk from environmental chemicals by monitoring 
products with macromolecules in vivo, especially hemoglobin. 
Swedish-American Conference on Chemical Hazards in the Work 
Environment, Mar. 4-7, 1980, p.491-505. U.S. 135.2 Sw3. 


Harding, D. A working model of carcinogenesis and 
interpretation of short-term tests. Proc. International 
Technical Conference on Toxic Air Contaminants, Health Effects 
Monitoring and Control, Niagara Falls, N.Y., 1980, p.29-48. TD 
Bole. LiG2. 


Tan, Ee Le, Re Bs Cumming andA. W. Hste. Mutagenicity and 
cytotoxicity of ethylene oxide in the CHO/HGPRT systen. 
Environmental mutagenesis, v.3, 0.6, 1981, p.683-6. 


OO27A 


0028A 
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Wilmer, J. L., A. D. Kligerman and G. L. Erexson. Sister 
chromatid exchange induction and cell cycle inhibition by 
aniline and its metabolites in human fibroblasts. 
Environmental mutagenesis, v.3, n.6, 1981, p.627-38, 


Ziram. Chemical regulation reporter, v.5, n.38, Dec. 18, 1981, 
petU27,. Ref PT aor Ciao. 


HAZARDOUS SUBSTANCES - PESTICIDES 


O029A 


0030A 


Good workplace practices for the manufacture and formulation of 
pesticides. American Industrial Hygiene Association J., v.42, 
felis Weck, I9Ols= py. Acvi2s 5 Ane oe Aa7 0 AnD. 


Holden, C. Reviewers pan agent orange study plan. Science, 
Ve2las Netovo,. DEC 4, LIS pe lO. 


HAZARDOUS SUBSTANCES — MISCELLANEOUS 


OO31A 


0032A 


0033A 


0034A 


0035A 


0036A 


0037A 


0038A 


0039A 


Baranowska—Dutkiewicz, B. Skin absorption of phenol from 
aqueous solutions in men. International archives of 


occupational and environmental health, v.49, n.2, 1981, 
Dele alUa. 


Baxter, C. S., H. E. Wey and W. R. Burg. A prospective analysis 
of the potential risk associated with inhalation of 
alfatoxin-contaminated grain dusts. Food and cosmetics 
bLomucology, v.l9, ne6,” Dec? W9GF > p./0)-o. 


Bruckner, J. V. and R. G. Peterson. Evaluation of toluene and 
acetone inhalant abuse - II. Toxicology and applied 
pharmacology, V.0l,” NwJ5., DEG. ol 10 Ll esU ce) 2. 


ClfA data defends keeping PCB (polychlorinated biphenyls) 
regulatory cutoff at 50 ppm. Toxic materials news, v.8, n.48, 
Dec. #9, 1198] 8.37768. 


Ethylene dibromide (EDB) - revised. NIOSH current intelligence 
bulletin. Geo, soCt. 20, 19Gl, op. Ret. teas Hele lil) moeers 


Gooch, J. J. and W. F. Hawn. Biochemical and hematological 


evaluation of chloroprene workers. J. occupational medicine, 
Vici tests ADCs GOL. Deco Til. 


Leikauf, G. The potential health significance of ambient 
exposure to acidic sulfur oxide air pollutants. Proc. 
International Technical Conference on Toxic Air Contaminants, 
Health Effects Monitoring and Control, Nidgara Falls, N.Y., 
[ISOC Dis T= 2b em Ool . FOr 


Now it's the Love (Canal) bug [decomposition of 2,4,5-T, etc. by 
bacterial.’ Medical; post,) vedl7,.ns27,. Dec ?*29%, 1981, vp.2. 


Occupational Safety and Health Administration recommended 
procedures to minimize worker exposure to ethylene dibromide. 
Occupational safety and health reporter, v.1l, n.28, Dec. 10, 
IGS), ps s9 06 WRObe LT Eom B52, 
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0040A OSHA announces intent to tighten worker exposures to ethylene 
dibromide. Toxic materials news, v.8, n.50, Dec. 23, 1981, 
pepooe 


OO41A Special report - formaldehyde. IRPTC bulletin, v.4, n.2, Aug. 
TIOt Polos 


0042A Tanaka, K. et al. Mutagenicity of urinary metabolites of 
benzidine and benzidine-based azo dyes. International 
archives of occupational and environmental health, v.49, n.2, 
Es ic ile hey lato 394 


0043A U.S. Occupational Safety and Health Administration. 


Occupational exposure to ethylene dibromide. Federal 
register, v.46, n.243; Dec. 18,°1981, p.61671-6. 


O0044A U.S. Occupational Safety and Health Administration. OSHA 
advance notice of proposed rulemaking on worker exposure to 
ethylene dibromide. Occupational safety and health reporter, 
Mowe sne 50, Dec ee24, 1981, -p.595=6. “Ret. Tf 3. <B952. 


O045A U.S. Occupational Safety and Health Administration. Revised 
Statement of reasons on the feasibility of the workplace 
Standard on lead. Occupational safety and health reporter, 
Welt, eee? gener, lh P, FIST peo lOl=68. Ref. Too5.6b9 D2. 


INDUSTRIAL HYGIENE 


0046A Concha, S. R. What is wrong with industrial safety and health 
programs in the U.S.? Hazard prevention, v.1/, n.5, Nov.-Dec. 
ESS, pean), OT. 


O047A Heathcote, L. Fumes produced during brazing - 9. Health and 
Satetyoat work, vV.t, ned, Nov. 195), p.25-30. 


0048A Henery, N. W. Respirator cartridge and canister efficiency 
studies with formaldehyde. American Industrial Hygiene 
Association fe: 5 v.42, Tos Dec. ile ett les Seo) aw ae 


OO49A National Safety Council rates chemical industry as safest. 
TGre Ct Materials newss" Veo, DeU, Del. 25, LIOl, prdId- 


OO50A NIOSH refutes industry conclusions on brain cancer rates in 
Pekaew sloxte Materials news,*V.6, M.40, Dec. 9, 1981, p.376. 


OO51A Rossmore, H. W. Antimicrobial agents for water-based 
metalworking fluids. J. occupational medicine, v.23, n.4, 
Apr." 19819 p.247-54. 


LABORATORY PROCEDURES 


0052A Cooks, R. G. and G. L. Gilish. Mass spectrometry/mass 


Spectrometry. Chemical and engineering news, v.59, n.48, Nov. 
SOP SI9S hf 3440752. 


0053A Gillespie, V. L. et al. A comparison of two-stage and six-stage 
Andersen impactors for viable aerosols. American Industrial 
Hygiene Association J., v.42, n.12, Dec. 1981, p.858-64. 


0054A 


O055A 


0056A 


OO57A 


0058A 
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Mundt-Becker, W. and J. Angerer. A practicable method for the 
determination of nickel in urine by atomic absorption 
spectrometry. International archives of occupational and 
environmental health, v.49, n.2, 1981, p.187-92 [German, 
English summary]. 


Norpoth, K. et al. Sensitive spectrophotometric determination 
of carcinogenic alpha chloro ethers. International archives 
of occupational and environmental health, v.49, n.2, 1981, 
Delst os 


Radzikowska-Kintzi, H. and M. Jakubowski. Internal 
Standardization in the head space analysis of organic solvents 
in blood. International archives of occupational and 
environmental health, v.49, n.2, 1981, pelis=23. 


VOElte. DR. and ba iW obWed cae k dynamic-flow chamber comparison 
of three passive organic Vapor... and multiple solvent 
exposure conditions. American Industrial Hygiene Association 
J., ve42, n.12, Dec. 1981, p.845-52. 


Widmark, G. Analytical chemical methodology in use to protect 
workers from chemical hazards. Swedish-American Conference on 
Chemical Hazards in the Work Environment, Mar. 4-7, £950, 

Dis 32) ~S0 6855 5 L535. UaSwon 


MINING AND MINERAL INDUSTRIES 
———$——— ea a Ee ERLE 


O059A 


OO60A 


O061A 


0062A 


0063A 


O064A 


O065A 


O066A 


Hagan, T. N. Explosives and blasting - the next decade - part 
IIl. Australian mining, v.73, ne9, Sep. 1981, p.31, 3324 2138 | 
Oe ee 2 


Hall, M. UMWA mines found far safer. United mine worker J., 
De ee eNO et a Lodo's: 198 Lac pile” vlk2.c 


Hawkins, T. Stanleigh mine, Rio Algom's deepest at 4500 ft. 
Canadian mining J., vel02, n.12, Dec. 1981, Pp. 3354,4 37-8. 


Hydraulic drills : smaller, quieter but set to make big impact. 
CM, chamber of mines newSletter, Nov. 1981, p.4-6. 


Mining safety in Ontario. IR research reports, )v.5, ns5-63, 
Jul.-Oct. 1981, p.16-8, 


Olidroyd> GC... Te Longson and C. P, Pigott. Uprating 
ventilation at a mine with new shafts sunk by blind drilling. 
Mining engineer, v.14], ne241, Oct. 1981, p.229-34, 


Unique system gives Falconbridge maximum fire protection. 
Canadian mining J., vel02, n.ll, Nov. 1981, Delo gels io 


Verma, Y. K. Environmental aspects of auxiliary ventilation. 
Mining engineer, v.141, ne241, Oct. (198k, -p.217=26% 


NOISE AND VIBRATION 
a ee 


0067A 


Behar, A. Attenuation of hearing protectors and the NRR 


factor. American Industrial Hygiene Association Je, ve42, 
nel2, Dec. 1981, p.904-8, 


0068A 


0069A 


0070A 


OO71A 


0072A 


0073A 


0074A 


0075A 


0076A 


OO77A 


0078A 


er) ee 


Berger, E. H. Motivating employees to wear hearing protection 


devices.’ Noisevand ‘vibration control, v.l2;:o./, Oct. 1981, 
Dele I Zr 


Dewis, Me The law at work : new [British] noise regulations. 
Occupatrionalosaféetyeandshealth;inells msl O$o0cet2e981, p.42-3. 


Ginn, K. B. A solid foundation for building acoustic 
Measurements. Noise and vibration control, v.12, n.8, Nov. 
PIGL Peo rot als 


Harada, N. and T. Matsumoto. A study of various function tests 
on the upper extremities for vibration syndrome. American 
Industrial Hygiene Association J., v.42, n.12, Dec. 1981, 
PeSSi=I26 


Hudson, R. S. Punch press noise control. Pollution 
engineering, v.13, n.ll, Nov. 1981, p.38-40. 


Link between whole body vibration, health effects unclear, 
researcher says. Noise regulation reporter, n.198, Dec. 14, 


Lofgreen, H. Employees can get used to hearing protectors - 


with help. Canadian occupational safety, v.19, n.6, Nov.-Dec. 
LOStespe4<5 3 


Sullivan, N. W., R. D. Schneider and K. Von Bargen. Noise 
exposure patterns of agricultural employees. Professional 
Savery yiv. 2ocennb2ay DeceIlLIShyrypsli6+2 Is 


Tokita, N. Noise assessment among Alaska pipeline workers. 
Occupational health and safety, v.50, n.1ll, Nov. 1981, 
Pp e 20A-F ° 


Vibration syndrome likely to be prescribed. Occupational 
health, v.55, ms Os wcte 1981, p.492. 


What's all the noise about? Noise and vibration control, v.12, 
hee, OCte. Leal, psec —4. 


OCCUPATIONAL MEDICINE AND NURSING 


0079A 


OO80A 


OO81A 


O082A 


Back injuries plague electricians. Consumer, v.12, n.35, Oct. 
LIG1, PDs 


Bamford, M. The role of the OH (occupational health) nurse. 
Occupational health. v.59, 7.10s;90ct, 19S! ps 525-7. 


Beckman, L. Somatic and reproductive damage in exposed 
workers. Swedish-American Conference on Chemical Hazards in 
the Work Environment, Mar. 4-7, 1980, p.527-35. U.S. L35.2 
Sw3. | 


Broyles, R. W. and P. Manga. Statistics deficiencies in 
occupational health and safety. Canadian occupational safety, 
Y SOs aOLeNOV. Dec M98 1834s 21-268 25-6, 26", 30-1 


0083A 


O0084A 


O085A 


O086A 


0087A 


0088A 


0089A 


OO90A 


OO91A 


OO092A 


0093A 


OO094A 


OO095A 


0096A 


OO97A 


0098A 
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Cannon, L. J., E. J. Bernacki and S. D. Walter. Personal and 
occupational factors associated with carpal tunnel syndrome, 
J. occupational medicine, v.23, n.4, Apr. 1981, p.255-8. 


Donovan, E. C. Stress in law enforcement. News and views 
[Metropolitan Toronto Police Association], v.32, n.12, Dec, 
19SLy, pr LOgg lat 


Englund, A. Epidemiological work in Sweden. Swedish-American 
Conference on Chemical Hazards in the Work Environment, Mar. 
b=1 5 4b980 pS 57 =63.0 Shek. e. ewo. 


Finn, P. The effects of shift work on the lives of employees. 
Monthly labor review, vsl04; n.10, Oct. 1981, p.31-5. 


Fowler, R. A. et al. What are the job-related causes of worker 
deaths? Proc. Work and Health Inseparable in the 80's, San 
Francisco, Jani? 1980, op/29542P34 US} HE20..4351008N89. 


Garland, A. Shop docs talk shop : occupational physicians in 
demand. WCB report, Dec. 1981, p.4-6. 


Goerth, C. R. Records access standard spotlights privacy 
issue. Occupational health and safety, v.50, nell, Nov. 1981, 
p246-79u52s 


Hubbard, JoaCemenni as and other tndustrlaidaacaih@s 
Industrial Safety Seminar, 8th, Regina, Feb. 1981, aR Soy cs iy Oh 
55 Alia 4 ba 


Marquardsen, E. Employee fitness programs. Industrial Safety 
Seminar, Sth, Regina, Febe, 19815, p.51=35 T2535 Al adr. 


National Occupational Medicine Meeting, XIVth Clermont-Ferrand, 
France, May 21-24, 1980 lst report : Maternity and work. 
Archives des maladies professionnelles, v.42, n.3, 1981 
[entire issues, no photocopy — Articles in French. Copy of 
title page in English on request]. 


New tests may help identify those sensitive to workplace 
environment. OSHA up to date, v.XI, n.2, Jan. 1982, Del=2. 


Occupational dermatitis associated with grain itch mites - 
Texas. Morbidity and mortality weekly report, v.30, ne4/, 
Dece 145) 1981), :sp 4590-1. 


On the track of oesophageal cancer. Food and cosmetics 
toxicology povelInnm<6, (Dees 1981 ,» pad 8153. 


Rahjes, M. E. Assessing toxic agents : maximizing nurses' 


proficiency. Occupational health and safety, v.50, nell, Nov. 
49.3 1) pied Jyh els 


Ramsden, S. and C. Smee. The health of unemployed men. DHSS 
(Dept. of Health and Social Security) cohort study. 
Employment gazette, v.89, n.9, Sep. 1981, p.397-401. 


Raven, P. B. et al. Clinical pulmonary function and industrial 
respirator wear. American Industrial Hygiene Association J., 
v.42, Mele, Dec. [9S , D.697-903., 


SttD 


0099A Reader, A. One environment - different sickness rates. 
Occupational health, v.33, n.10, Oct. 1981, Deolun7o. 


O100A Ross, D. Colour vision at work. Occupational health, v.33, 
ide Nov. 1931 7.5798. 


O10O1A Suspected hepatitis A in food handler - California. Morbidity 


and mortality weekly report, v.30, n.48, Dec. 11, 1931. 
p2d96n4. 


0102A Union to back [occupational] health clinic [in Winnipeg]. 
MediGal past, Vel/s Mec, Dec. 1, 1981) p.2d. 


0103A Voke, J. Colour blindness - the forgotten handicap. New 
scientist, v.92, n.1282, Dec. 3, 1981, p.670-1. 


O104A Wall, L. M., D. Oakes and R. J. G. Rycroft. Virus warts in meat 
handlers. Contact dermatitis, v.7, n.5, Sep. 1981, De2I Ir or, 


O10O5A Wong, 0. A practical guide for non-epidemiologists - part II. 
Occupational health and safety, v.50, n.1l, Nov. 1981, p.21-6. 


O106A Young, Q. D. Heart disease and the workplace. Proc. Work and 
Health Inseparable in the 80's, San Francisco, Jan. 1980, 
PeBdeos U>St_,HE20.0 3512) 4 W89s 


POLLUTION AND ENVIRONMENTAL HEALTH 


O1O07A Ashness, K. G. Low cost environmental routine contract 
monitoring. Protection, v.18, 0.10, Oct. 1981, p.4-5,. /~8,. 


0108A Delay urged in tougher diesel emission rules. Chemical and 
engineering news, v.60, nol, Jan. 4, 1982, p./7. 


O109A Kapeghian, J. C. The role of toxicology in the 80s : or, how a 
discipline handles puberty [editorial]. Forum for the 
advancement of toxicology newsletter, v.14, n.4, Nov. LgGcr 
p yi-2. 


O110A Lane, D. A. and B. A. Thomson. Monitoring a chlorine spill 
(Mississauga, Ontario]. Proc. International Technical 
Conference on Toxic Air Contaminants, Health Effects 
Monitoring and Control, Niagara Falls, N.Y., 1980, p.141-55, 
TDG «LO 2b. 


O1ll11A Ricci, P. F. and L. S. Molton. Risk and benefit in 


environmental law. Science, v.214, n.4525, Dec. 4, 1981, 
piel096711 00, 


O112A Sax, N. I. Toxicological effects of fossil fueled power plant 
pollutants - part I. Dangerous properties of industrial 
materials report, v.l, n.8, Nov.-Dec. 1981, p.12-22. 


0113A Whong, W. Z. et al. Mutagenicity of airborne particles from a 


nonindustrial town. Environmental mutagenesis, v.3, Ned, 
1981.9 p. 617726, 
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RADIATION, LONIZING 


O114A NRPB (National Radiological Protection Board) - radiological 
protection for industry. Health and safety at work, v.4, n.3, 
Nove. 198] -!p. 40-1, 


RADIATION, NON-LONIZING 


O115A A proposed terminology system for radiofrequency dosimetry. 
Bioelectromagnetics society newsletter, n.26, Dec. 1981, p.1, 
Loin tits 

SAFETY 

O116A Alcohol, drugs and workplace accidents. IR research reports, 


Vests I. I30, ~lllarOcte 119 Si. nal. 


O1l17A Booth, R. Machinery safety - reinventing the wheel. 
Occupational health, v.33, n.1ll, Nov. 1981, p.567-70. 


0118A Cumming, R. The role of the safety professional : educating 
workers about potential health hazards. CSSE (Canadian 
Society of Safety Engineering) contact, v.3, n.4, Nov. 15, 
LIOSIR. pwtlssl 


O119A Does fear discourage safety programs? Safety Canada, v.XXV, 
nwkO,, Nov /—Decs 198le, 8 ,o:65 


0120A Hammer, N. E. Corrosion hazards. Dangerous properties of 
industrial materials report, v.l, n.8, Nov.—Dec. BISD, Deel 


O121A Hoffman, R. Grain bin rescue! Farmsafe, v.6, n.6, Nov. 1981, 
Pe 1-2. 
0122A Kletz, T. Safety audits and surveys. Health and safety at 


work, v.4, n.3, Nov. 1981, p.20-3. 


0123A McKinnon, Re Clerical errors : hazards of office work. 
Occupational safety and health, v.11, n.10, Oct. 1981, p.44-6. 


O124A Murphy, D. J. A perspective on problems in agricultural 
Safety. Professional safety, v.26, n.2, Dec. 1981, p.11-5. 


0125A Occupational injury, illness incidence rates for 1979-80, 
tabulated by the Bureau of Labor Statistics. Occupational 
safety and health reporter, v.11, n.26, Nov. 26, L981, 
p-200-4. Ref. T. 55 .B952, 


0126A Palisano, P. Awards and incentives heighten workers' safety 


awareness. Occupational hazards, v.43, n.1ll, Nov. 1981, 
De3I76 6 38-A0, 


0127A Root, N. and D. Sebastian. BLS (Bureau of Labor Statistics) 
develops measure of job risk by occupation. Monthly labor 
review, v.104, n.10, Oct. 1981, p.26-30. 


O128A Ross, C. W. Serious injuries are predictable. Professional 
safety, uv.26, m1 2Dece, L981.) sp. 22-7 « 


O129A 


0130A 
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Survey finds most servicing accidents result from failure to 
turn off power. Occupational safety and health reporter, 
Vallis Os NOV 920,. V9SL. 5. 49/%. Refs 1 55° .B952, 


Work refusal laws look fine on paper but often don't strengthen 
common law. Health and safety forum, Dec. 21, 1981, p.1-3. 


WORKERS ' COMPENSATION 


O131A 


O132A 


Johnson, W. G. Compensation for occupational illness. 
Management of assessed risk for carcinogens, v.363, 1981, 
Peel Os KG 2006.0 —BuZO0s. 


Ontario board opens files to both sides. Health and safety 
forum, Wec. zl. LoOl, Deas 
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MINISTRY OF LABOUR BORROWERS : 


Single photocopies of journal articles may be requested by filling in 
the complete margin numbers from the bulletin and returning this form to 
the library with your full name, branch and mailing address. Books must be 
borrowed in person by staff at 400 University Avenue, and by phone or mail 
from other Ministry locations. Books in heavy demand will be reserved and 
mailed when available. 


NON-MINISTRY OF LABOUR BORROWERS : 


Current books do not circulate outside the Ministry for the first 6 months. 


Journal articles should be obtained from your local library whenever 
possible. Requests for items from commonly held journals will not be 
filled. To obtain single photocopies of other articles for research 
purposes the complete margin numbers should be listed and the request form 
returned with your full name and mailing address. There is a charge of 
12 cents per single page for all non-Ontario government personnel; 
minimum charge $5.00. A maximum of 5 periodical articles may be requested. 


REQUEST FORM 


LIMIT: 10 ITEMS FOR MINISTRY: 5 ITEMS FOR NON-MINISTRY AND ONT. GOVERNMENT. 


Name: @eeeeoeeoev ees eoeaeeeeeseseeaeeaeoeeeoeeeneeee@ Ontario Ministry of Labour 
Library 
Ministry: @eeeoevoevoetcoeooeoeaovoeeeoeeeeoeeoe eee @ @ 400 University Ave. -10th £] 


Toronto, Ontario 


Branch: eeoeeeaneoeeeeoeeeseeaoaoeae eae eee GG @ 
Address: @eoeoeeeoeaeoeoeaeeeeeeoeeeoaeeneeoeee eee @ 


eeeeoseeaoeeeooeoeoeeeeeseoeeeeeeeeseeeeeoe eee @ 
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HOTELS, RESTAURANTS AND SERVICE INDUSTRIES : 


SELECTED REFERENCES 
* Available in the Library 


* Bateman, P. L. G. Food and drink industry. 1. Pest control. Health 
and safety at work, v.3, nel, Sep. 1980, p./2-4. 


| * Bradley, M. Safety and hygiene for catering employees. Safety 
| surveyor, v.9, nel, May 1981, p.4-8. 


| * Cuddeback, J. E., J. Re Donovan and W. R. Burg. Occupational 
: aspects of passive smoking [CO in poorly ventilated tavern]. American 
Industrial Hygiene Association J., v.37, n.5, May 1976, p.263-7. 


* Farnon, C. U. Let's offer employees a healthier diet. J. 
occupational medicine, v.23, n.4, Apr. 1981, p.273-6, 


* Feha, A. K. Food and drink industry. 2. The impact of health and 
safety legislation on caterers and publicans. Health and safety at 
| work, v.3, nel, Sep. 1980, p.74-5. 


* Gt. Brit. Ministry of Labour. Safety in laundries. London, H.M.S.O., 
196355%19620 47 p.' Gt .Brit. G.P. LasFac.VS2 #19. 


* Health services and health hazards : the employee's need to know / 
edited by Richard Harrison Egdahl and Diana Chapman Walsh. -- New York 
Springer-Verlag, cl978. 184 p. RA 410 .S/769 no.4. 


Hotel disaster triggers probe [Hyatt Regency, Kansas City]. 
Engineering news record, v.207, n.4, Jul. 23, 1981, p.10-1. 


| 
* International Labour Office. The service industries / Yves Sabolo. 
-~- Geneva, cl975. 238 p. I.L.0. Mono. .E55 .S491. 


* Kauffman, R. H. Firefighting expert tells how to survive a hotel 
fire. Occupational hazards, v.42, n.ll, Nov. 1980, p.54-5, 
. * Matwes, G. J. Loss control : a safety guidebook for trades and 
services (by) George T. (and) Helen Matwes. New York, Van Nostrand 


Reinhold (cl973). 341 p. HD 7269 .S415 .M387. 


* McCullough, B. Is there trouble brewing? Ohio monitor, v.53, n.2, 
Feb. 1980, Polos i 


* McCullough, B. Safety and comfort are compatible. Ohio monitor, 
Veaos ss, AEB Er 1980, p4-/. 


3 ADO-1(6/81) 


McKinon, R. Coming clean : a profile of kitchen care. Occupational 
safety and health, v.ll, n.6, Jun. 1981, p.19-21. 


New York State. Dept. of Labor. Board of Standards and Appeals. 
Laundry work. Albany, °N.Ys.. NeY¥.S.) G.P.s La. BsS.A. ‘C-27. 


National Fire Protection Association. Standard for drycleaning 
plants. -- Boston, Mass. : The Association. 1 v. Standard. ANSI/ NFPA 
32- yre 


Pedersen, N. B. Occupational hand eczema from formaldehyde in price 
labels. Contact dermatitis (extra issue), v.6, n.l, Jan. 1980, 
pioi8. 


Restaurant fires. National safety news, v.121, n.1, Jan. 1980, 
Dio /e 


A safety guide for hotels, and resorts. Safety management, Ved, 
nel2, Dec. 1979, NOSADATA supplement, p.1-4. 


Safety in the food processing industry. Sciath, n.28, Oct. 1974, 
Dset-O'. 


' Sensitization of laundry-products workers to proteolytic bacterial 
enzymes ~ New Jersey. Morbidity and mortality weekly report, v.30, 
Dei lids, Mar. 2h 1985, Be LAF c-Si 


Sloan, D. A food industry hazard. Occupational safety and health, 
Veo; Dey Mar. 1979. Dp. 38. 


Smith, H. C. Wash away accidents [laundries]. Ohio monitor, v.54, 
ne4, May 1981, p.8-10. 


Stress. Catering industry employee, v.90, n.7, Jul.-Aug. 1981, 
p-6-9. 


Suspected hepatitis A in food handler - California. Morbidity and 
mortality weekly report, v.30, n.48, Dec. 11, 1981, p.596-7. 


Terblanche, F. Safety in hotels, boarding houses and hostels. 
Safety management, v.5, n.12, Dec. 1979, p.17. 


U.S. National Institute for Occupational Safety and Health. 
Engineering control technology assessment of the dry cleaning industry 
/ Arthur D. Little, Inc. -- Washington, GPO, 1980. 211 Dew Uso. 
HE 20 en 7 1/7 2* 5 BSS, 


U.S. National Institute for Occupational Safety and Health. Health 
and safety guide for eating and drinking places. -- Cincinnati, Ohio, 
1976... yO2tpew UsSs HEZO sy 108/20. Rad. 


* U.S. National Institute for Occupational Safety and Health. Health 
and safety guide for hotels and motels. -- Cincinnati, Ohio, 1977. 84 
p. U.S. HE20. 2802 ,H437 .H832. 


* U.S. National Institute for Occupational Safety and Health. Health 


and safety guide for laundries and dry cleaners. -- Washington : 
CebsUesierosnOOrp. UsSs HE20, 26027.) .H437 sL.372. 


* U.S. National Institute for Occupational Safety and Health. The way 
to safety and health for textile finishing workers. 7- Cincinnati, 
ONTO. 19/75 920 Py Veos HE2Z0. 7108/23 T31. 


* Van Ketel, W. G. and P. De Haan. Occupational eczema from garlic 
and onion. Contact dermatitis, v.4, n.l, Feb. 1978. p.53-4. 


* Welfare provisions [at the place of work]. Industrial safety, v.27, 
n.4, Apr. 1981. Safety data sheet 13b, p.I-VII. 





a7 “8 3 =“. i : 
cox ae as Be Gs et ‘ 2.5 
> ° F 7 Fh tn Spee , 
i f : —s: . 
re Die: 9 a r : 


w & antlers wits tor notals, and: réanrte ¢ataty: ill pit sae iy Re 
tardy Dore £97, RINAGATA supplenmudc,. % 4, sd wie | 
oy) ae 
+ Salers te the teed es Pe eE ae bdadetes ¢ Ch + Sef ech, myas, ah 574g 
‘ “a : of s. 
bat re. 


Saunnd GY Ayeky sey. tak aaa undnete ov Kare? 00) pedal veil naka 
annem." ‘how Jderney Morhidi co. pihda rien vleirbe dees: 94305, 


ae th tt TP = Ae Ley , he 2 be» 3 aan 0 Oa 7 
pe huaes ‘Se ASea oe, | ‘% . 
, a & ‘Fe rd faduotry’ * habe oe  OOVpaieotal. safe ty aod noaltn, 
‘+. Mesa: Pur, L979, &. 39, ‘ | ae | 
oO! Ped 1. Go Gaal eeny ‘at et dents A dard es 9 ONL" apna, "9a he. 


"tang vai, Beer lO. 


o\4. Patuedak Loduat ty euphpyee,, VDE net, Ay “Abe AS, 
2 Deed capa end, te go Gk gt iat Some vendors IOAN sp egsin a Mobadieee! and 
mk vAlicy wend hy SepOet, 9.7, AR is) Big 4984 p. 5396-7; : | 


* Seetlanch®,..tr. . Sataaaile ete he, boarell ag ‘asses nad hea: : : : 4 


Poy apnea ny etal, Deck Siete “Tea, : 
bite Pata Sand te galt Cae Octupattonal Salete Hepith. z 
. eal Ger Ty vere Acme a AGanoh og: Anoes iment of. claeniég Loduat ey 
\ line de oe ci vin Kanner GPa, 24 43 UWsSes 
Sigs At hate a a ces" 


‘, 


Kus ‘wethe aul, dacihbine aia’ orice ats  Rewiteh rare 
cod aOR; gute Fn anette ne a een Aoi nnati, Chim, 
19M aes Fi Ay SS ae Ct Lien Tae 


a! ) a, Any y ee ‘ - ve - 
i } on ian Lees ie: ee iets ioe Me Ph dane’ oe . ae 
ee ee 






7 
» im, . ‘ @ 
‘ gh : a 
« 7 - 
7 # 2 e 
P 7 ‘a . i OD fl . 
> sited 7 7 : 
iy _ : ey i 7 
\ a 
‘ 7 : 7 
7 
7 i 





Ministry of Library Bulletin 





abour 
CASON Volume 9 part A number 2 
en February 26, 1982 


eit 





Occupational 
Health and 
Safety 








BRARY 
a 
<x MARI 2 KD 


SL, V 
rs 


Ontario Ministry of Labour 
Library 

400 University Ave. 

10th Floor 

Toronto, Ontario, Canada 
M/ACTL IS. 

416-965-1641 


ISSN 0705-517X 


BOOKS MAY BE BORROWED FOR THREE WEEKS, JOURNALS FOR ONE WEEK 
REFERENCE ITEMS AND CURRENT ISSUES OF JOURNALS DO NOT CIRCULATE 


FOR INFORMATION ON OBTAINING BULLETIN ITEMS PLEASE SEE REQUEST FORM AT THE BACK 


Library News 





Interlibrary Loan Service 


Our new interlibrary loans technician, Daniel Blacklock, joins us on March 
Ist. Interlibrary loan service resumes from that date. We have made some 
changes in our ILL policies and procedures. These changes are outlined 
below. If you have any questions regarding our ILL service, please call 


John Ford at 965-1641. 


(1) Internal users - may not request more than 5 items per person per week. 


- for special projects, arrangements must be made with 
librarian in charge of ILL (John Ford). 


- all Ministry ILL's must be submitted on proper ILL 
request forms. 


(2) External borrowers 


- ILL service will be provided to other Government 
libraries with no charge. 


- there will be an outgoing limit ot 5 ILL's per month 
per non-Government library. 


- for special projects, arrangements must be made with 
libtarian in? charge’ of? LLL’CJohn Ford). 


- charge for ILL photocopying to non-government 
libraries will be pre-paid, flat rate of $5.00 per 


item to maximum of 20 pages. 


- cheques/money orders payable to “Treasurer of 
Ontario”. 


- no charge for borrowing monographs. 


New Security System 


“The Case of the Missing Books - Solved!" 


Because many of the books which are reported “missing” each year are those 
which are most in demand, a number of our users have requested that library 
security be improved. "Missing" books are a constant source of frustration 
both to you and to the library statf. Moreover, with the cost of books 
soaring, more of our budget is being spent replacing lost items. This mon- 
ey should be going for new acquisitions so that we can Provide you with the 
best available new materials. 


For these reasons, we have installed an electronic detection system. The 
System is based upon a process which “sensitizes” all library material and 
is designed to prevent anyone from leaving the library without having their 
materials checked out. In other words, if a borrower fails to check out a 
book at the circulation desk, or, if library materials get mixed up inad- 
vertently with personal belongings (papers or briefcases), the detection 
System will be activated. The borrower must then return to the circulation 
desk and have library material properly charged out. 


There will be no significant change in the checking out Procedures and we 
expect no inconvenience to borrowers. Rather, it will no longer be neces- 
Sary to have briefcases and other materials screened at the exit, thus pro- 


viding more efficient and speedier service. 


We hope this system will insure fair access to all our materials for all 
borrowers by eliminating "unauthorized borrowing". By so doing, we will 
all benefit) ="the case of the “missing book" will be solved. 


Reference 


RECENT ADDITIONS TO THE LIBRARY AND A SELECTION OF 


INDEXED JOURNAL ARTICLES 


TABLE OF CONTENTS 
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NEW BOOKS 


REFERENCE 

Ket. Aerosol guide / Chemical Specialties Manufacturers Associa- 
1S Cion. -- /th ed. -- Washington : The Association, 1981. 

198 IOP pe 

A3 

©A252 

Ret. The BOCA basic fire prevention code, 1981 : model fire 

TH prevention regulations tor the protection of public health, 
91b7 safety and welfare. -- 5th ed. -- Homewood, Ill., : Building 
«BILI Ofticials & Code Administrators International, cl1980. 


Rliis (ISS pee 23cm: 


ERGONOMICS AND HUMAN ENGINEERING 


QC Matula, Richard A. 

544 Etfects of visual display units on the eyes : a bibliography 
ra ee (1972-1980) / Richard A. Matula. -- [S.1. : s.n., 19817] 

~M445 19 p. 

HF VDTS create health risks : news release / City of Toronto, 
5548.2 Department of Public Health, Health Advocacy Unit. -- Toronto 
eR3 13 <The Uoiet, LIS. 

Summ. 2 leaves. 

HF Vetter, Herbert. 

9548.2 Health hazards associated with the use of visual display 
~V591 units / by Herbert Vetter. -- {S.l. : s.n.], 1979. 


fotreaves <-charcs .: 30 ems 


HAZARDOUS SUBSTANCES 


U.S. Additional regulation of polychlorinated biphenyls (PCB's) in 
EP food-related industries : cost impact analysis. -- Washington 
bez: : U.S. Environmental Protection Agency, Ottice ot Toxic 
sAZ2Z7 Substances, 1980. 

74 pe. in various pagings. 
RA Alessio, L. 
229 Human biological monitoring of industrial chemicals. 4. Inor- 
~H918 ganic lead / L. Alessio and V. Foa. -- Luxembourg : Commission 
no.4 of the European Communities, Directorate-General Employment and 

Social Affairs, Health and Satety Directorate, 1980. 

57 p. -- (Industrial health and safety). 
TD Data profile on mercury (with special emphasis on data from 
174 the Mediterrean region) / International Register of Potent- 
L741 ially Toxic Chemicals, United Nations Environment Programme. 
no.3 -- Geneva : The Register, 1980. 

Igoe pcr ——-* (Thee data orofile series ; no. 3). 
Ont. Exposure criteria for potentially harmtul agents and sub- 
G.P. stances in work places / Ontario Ministry of Labour, Occupa- 
La. tional Health and Safety Division. -- |Toronto] : The 
Delle Si Diviston, 1961. 


E96 Tie De 


RC Some antineoplastic and immunosuppressive agents / IARC 
268.6 Working Group on the Evaluation of Carcinogenic Risk of Chem- 
W891 icals to Humans. -- Lyon, France : International Agency for 
v.26 Research on Cancer, 1981. 

411 p. -- (LARC monographs on the evaluation of the carcino- 


genic risk ot chemicals to humans ; v. 26). 


KE Toxic substances : problems in litigation / Sheila L. 
3369 Birnbaum, chairperson. -- New York : Practising Law 
Pilot) Institute, cl98l. 

no.1/0 516 p. -- (Litigation course handbook series ; no.170). 


HAZARDOUS SUBSTANCES - ASBESTOS 


TN Asbestos abatement/control guidance manual / prepared by New 
930 York City Board ot Education, Division ot School Buildings. 
- A802 ~=(|New AOrk): Iie. Di vision) Loo. 

21 leaves. 
TN Asbestos in building / Asbestos Inatormation Centre. -- London 
930 ; The Centre, 11981]. 
- A801 E2e is 
TN Dunnigan, J. 
930 Asbestos research in Canada / presented by J. Dunnigan. -- 


sD924 [Sales Solel ae OO. 
6, |12] leaves. 


U.S. U.S. Congress. Senate. Committee on Labor and Human 

Y4 Resources. 

LE b/4e Asbestos Health Hazards Compensation Act of 1980 : hearings 
As1/2 before the Committee on Labor and Human Resources, United 
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(1) On-line Literature Searching: 


A very important library service provided to Ministry staff is 
on-line literature searching. We are able to supplement our printed 
sources of information with access to over two hundred individual 
databases covering all aspects of the world's literature. All the 
subjects of interest to the Ministry are covered by one or more of the 
databases we have available. Among the computerized database systems 
to which the Library subscribes are Dialog (over 150 individual 
databases), ORBIT (over 70 individual databases), MEDLARS (including 
Medline, Toxline and Cancerline), QL Systems (around 40 databases), 
Infoglobe and the New York Times Information Bank. 

To researchers in occupational health, toxicology, science and 
engineering, the Library can offer access not only to MEDLARS mentioned 
above but also to Excerpta Medica and Pollution Abstracts on Dialog, 
Biosis, Chemical Abstracts and Safety Science Abstracts on ORBIT, 
Mintec (Mining Technology) and Asbestos on QL Systems. These are only 
a few of a wide package of related engineering, mining, environmental 
and chemical databases available on the various systems, not to mention 
other databases covering current affairs, law and legislation, public 
policy and management deavelopments. 

Literature searches can be arranged by contacting the reference 
librarians (Dolly Lyn, John Ford and Brian Morrison) or the Head of 
Public Services, Jean Collins-Williams. The librarians will be happy 
to discuss our on-line search services with Ministry statf so that we 


can assist you in your information needs. 


(2) New databases from Dialog: 


Dialog Information Services, Inc. provides well over 150 separate 
databases covering almost every information field. Three new Dialog 
databases will be useful to researchers in various scientific 


disciplines, 


Superindex (File 121) will be on on-line index to over 600 of the most 
used scientific, technical and medical reference books. These include 
materials published by ASTM, CRC Press, Elsevier Science Publishers, 
Springer-Verlag and John Wiley and Sons. Now, instead of leafing 
through several books individually in order to find a given subject, 
Superindex will be able to search several major reference works at once 


and provide a detailed list of monograph references on a given subject. 


Electronic Yellow Pages for Professionals (File 502) will include the 
names, addresses and telephone numbers of over one million 
professionals (doctors, lawyers, engineers, scientists, accountants, 
etc.) practicing in the United States. 
Finally, Book Review Index (File 137) will reference over one million 
book reviews including scientific publicaions. This service will give 
the user access to reviews that could be useful in evaluating the worth 
of a new publication. 

These and all Dialog databases are available to Ministry staff 


through the Ministry Library. 
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Accident. pravention ,Iv.2902n.6, June 19825 2.35. 


Acetylene welding carries explosive potential. Health and 
Safety abowork, &V.4yan.%ouMayr L982) p.soRds 


Alcock, P. A. Window cleaning and the law. Frotection, v.19, 
aves Apr. M982 .gp ol Selo, 


Can computers answer safety needs? National safety news, v.125, 
ThsGe Mat) -WOOZ upc. 


Etherton, J.,709. Ky.wConcha andk. Cs wensenwy:; Presence sensing 
machine safety devices : principles and limitations. Hazard 
prevention, \Vils, lwo, fay-Jun, 1982, Delo. 


Halt iR. GC. Motivationsiseeructadly tor veoliegesand .universicy 
safety. Campus safety newsletter [NSC], Spring 1982, p,1-2. 


Leipold, R. The first law of robotics. Plant management and 
engineering,» v.41, ined; adn 4992,~p.40=1. 


Plate glass collapse. RoSPA bulletin, v.12, n.4, Apr. 1982, 
Dis oe 


O898A Putting safety at the top. Plant management and engineering, 
Vetlg Meo, JUN. 1902, p65, 324 


0899A Szymusiak, S. M. and J. P. Ryan. Prevention of slip and fall 


injurtes — part’ Lt, Professional satety, v.2/, nso, Jun. 
LIS 2, Dp OY 


WORKERS" COMPENSATION 


U9D0A Compensation for occupational radiation exposure awarded. 
Nuclear Canada, v.XXI, n.4, Apr. 1982, p.3-4,6. 


om aoe ita a 
ere at <b pa is y wa AY a hig in 


ie eae yy aie a ais 


fs tit Pe 


ne mttan io ton ae 


EG 1 Bi a a sumone PO) ' 
 Lanoes a a om mye Deri - ot - 7 ”” 
elat Psa ere Se wires : “) 




























ne unn 
raze make see Se , Pong sch ‘ved Any ad 
| e pekens ‘Dene 6 aa . ney fans 
ey 2 ae om iu Reece BF Ou aoe, rath F 
ea i. si NaS : fee ap A a von ah Pen ‘A. ch A Mik - J 4 ; 


i: ey LM, ee, Ge ‘in tn pad we verkin. heitvery {Oistcugenayy: ane 
; . phe jhe hetapie te te Sere en’ : ‘he aon sing vedsanhimn) mn fukel 
oe chao ed? Aceh wat of peadcangniy hs nga aL beds) aly 

ae eae 198 2y: gebbeey ; ; a 1 
iad at et t Vegan apt: Maree hate Ck gata enicaain ane Lemdiucrdamtnasl jnkcneveral 
| Fd aha. Bie GORD < Pan Poplars neAneCene 





>. 20, hau i Wee Bu A=~3; . i : ~ . 
sphere. , | 
WS as. hy Misenniet rit fot, ate) we) honhetlned dalery en vr tradetiine 
si Cat fatale ane ie, LEK Gy hay AS Lao Oy Jatin rahe, Fs jm Sy 7 
PTA, eincyiynen: oy bi) ag, any Sia! exp veh te pAE HU Vake Megat rT B 
pall hey 5 WORM Te oP May. 2 Ly op ele, | 
i Uh i 
i Le ‘elas: ‘hs Aw he ade ‘eT ne rhe ariel Feateorion, See 
ny ahs tyid ie mh, kas “eit ical big ts, | 
ety ee gph ‘sania Pai win fine tonal” labia nse ore 
‘an By ny MS, Sah ecaiitebns ita eae | 
: eh i Pregence aauntag’ mi 





_ Reamcutes hs a ee ih sist to ies r * Shien 









nia | : 
; Sian 
' me 
} : 
' 


Abas: st univers ee ; 
be we 


a oe as! Pwh 





, - 2 eA a 
~ oe) hiele 


ers ef 
ie = 


Ontario 
¥) Ministry of 
Labour 


1376 ADQ-! (9/80) 


MINISTRY OF LABOUR BORROWERS: 


Single photocopies of journal articles may be requested by filling in 
the complete margin numbers from the bulletin and returning this form to 
the library with your full name, branch and mailing address. Books must be 
borrowed in person by staff at 400 University Avenue, and by phone or mail 
from other Ministry locations. Books in heavy demand will be reserved and 
mailed when available. 


NON-MINISTRY OF LABOUR BORROWERS: 


Current books do not circulate outside the Ministry for the first 6 months 


Journal articles should be obtained from your local library whenever 
possible. Requests for items from commonly held journals will not be 
filled. To obtain single photocopies of other articles for research 
purposes the complete margin numbers should be listed and the request form 
returned with your full name and mailing address. There is a charge of 
12 cents per single page for all non-Ontario government personnel; 
minimum charge $5.00. A maximum of 5 periodical articles may be requested. 
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AGRICULTURAL/FARM SAFETY : 
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Library News 





1. Photocopying Price Change: 


We are increasing the price charged on our coin-operated 
photocopying machine to 25¢ per copy. This is the first price change 
since 1978 and reflects cost increases. The Ontario Labour Relations 
Board library already charges 25¢ per copy. 


2. Pamphlet Collection and Old Occupational Health Index 


The library's archival pamphlet collection and the old 
occupational health index provide a wealth of information to 
researchers looking into the historical aspects of occupational health 
and safety. The pamphlet collection contains all types of material 
from single articles, posters and small pamphlets to larger books and 
reports. Much of this material is of solid historical value dating 
from the 1890s onwards and provides information on early occupational 
health and safety concerns. Researchers wishing to trace the early 
history of a specific occupational disease or an industrial hazard 
should find the pamphlet collection very useful. 

The old occupational health index was begun in 1920 and contains 
references to articles and monographs dating, again, from the early 
years of the 20th century. Access to material in the pamphlet 
collection is provided through the old occupational health index. 
References in the old index continue up to 1965; from 1965 to date, the 
new occupational health and safety index takes over. All references 
are arranged by subject and, therefore, provide the researcher with a 
historical overview of his topic. 

These library tools should not be overlooked by anyone interested 
in the historical aspects of occupational health and safety. The 
librarians can assist you in using them to full advantage, 
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Ministry Library Microform Conversion Project 


Due to space and weight problems the Library must reduce its 
collection by approximately one-half within a very short time 
frame. The only practical method to achieve this drastic reduction 
is to use microfilm or microfiche. Journals, other serials and 
government documents are the only materials generally available in 
microform. Book collections can only be reduced by weeding. 


Microform has been ordered to replace many serials, government 
documents and back issues of all except core journals and as back-up 
duplicates of core journals. Modern readers, portable readers, 
reader-printers (some coin-operated); a fiche copier, and storage 
cabinets are all on order. A new floor plan will provide the proper 
environment for effective access and use of this equipment and will 
permit the remaining book and journal stacks to be spread out to 
conform with weight requirements. 


We realize that these changes will require considerable adjustment 
to the new media by all who use Library materials, Library staff 
included. Certainly inconvenience will exist for the next several 
weeks during packing, moving, renovations, unavoidable delay in 
replacing material, sorting, cataloguing and filing new microform 
and learning to use the new equipment. Library staff will try to 
maintain service as normal as possible during this period but many 
problems will arise and we ask for patience and cooperation of 
Library users. Interlibrary loans will also be affected during this 
period as some items will be temporarily unavailable. 


We hope that after this period of adjustment the Library will be 
able to provide efficient and effective service. 


RECENT ADDITIONS TO THE LIBRARY AND A SELECTION OF 
INDEXED JOURNAL ARTICLES 


TABLE OF CONTENTS 
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PERIODICAL ARTICLES 


CONSTRUCTION INDUSTRY 


O901A 


0902A 


Fox, H. Proper footwear important in construction site safety. 
Canadian occupational safety, v.20, n.3, May-Jun. 1982, p.3,6. 


Ellis, J. N. Retracting lifelines provide comfort during 


Suspension. Construction newsletter [NSC], Jul.-Aug. 1982, 
p.6. 


ERGONOMICS AND HUMAN ENGINEERING 


0903A 


0904A 


0905A 


0906A 


Alexander, D. D. and L. A. Smith. Evaluating industrial jobs, 
determining problem areas and making modifications - part V. 
Industrial engineering, v.14, n.6, Jun. 1982, p.44-50. 


Cohen, A. Trends in human factors research, Occupational 
health and safety, v.5l, n.6, Jun. 1982, p.30-5. 


Jones, D. F. Assessing health effects of video display 
terminals, Canadian occupational safety, v.22, n.3, May-Jun. 
L9G 2. ape O-9 10% 


Vihma, T., M. Nurminen and P. Mutanen. Sewing-machine 
operators’ work and musculo-skeletal complaints. Ergonomics, 
Vols Hed, Apr, 9C25 De2do-Ss 


HAZARDOUS SUBSTANCES 


O0907A 


0908A 


09094 - 


EPA requires reporting of production, use and exposure Fore 2o0 


industrial chemicals. Toxic materials news, v.9, n.24, Jun. 
16019825) pil Sz, 


Mariella, R. P. The casual use of the word “toxic”. Chemical 
and engineering news, v.60, n.23, Jun. 7, 1982, p.43. 


NIOSH defence department take [labeling] issue with OSHA hazard 
communication proposal. Occupational safety and health 
reporter | Gvsjb2mn. 27 un ae Pel 982 op s0AleeRef.T 55,/.B952. 


HAZARDOUS SUBSTANCES - ASBESTOS 


0910A 


O911A 


0912A 


0913A 


0914A 


Asbestos symposium takes no firm stand, Canada opposes ban, U.S. 
wants more study. International environment reporter, v.95, 
neo Janes! 982 Si p.22b5) saRet. TD al 295162: 


Becklake M. R. Exposure to asbestos and human disease. New 
England J. medicine, v.306,'n.24, Jun. 17, 1982, p.1480-2. 


Cahill, C. Public participation : citizens challenge asbestos 
pipe use. Environment, v.24, n.4, May 1982, p.43-4. 


Craighead, J. E. and B. T. Mossman, The pathogenesis of 
asbestos-associated diseases. New England J. medicine, v.306, 
newéweuns 17 pol9s2pup.lA4o—o Sails references]. 


Dodson, R. F. et al. Analysis of cores of ferruginous bodies 
from former asbestos workers. Environmental research, v.28, 
He lgwune 962, pell 1-8. 


O915A 


0916A 


O917A 


Haid jo S30 Kenand J. H. Cissik. Effects of cigarette smoking on 
pulmonary function in asymptomatic asbestos workers with 


normal chest radiograms. American Industrial Hygiene 
Association J., v.43, 0-6, JUN. 2962, p.001-0. 


Researchers find asbestos exposure risk from vinyl-asbestos 
tiles. Toxic materials news, v.9, n.25, Jun,@23, 1982, p.194, 


Sebastien, P., J. Bignon and M. Martin. Indoor airborne 
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BULLETIN CHANGE 


You may notice that our bulletin looks slightly different 
this month. The reason! This is the first library bulletin to 
be produced from our new online database. Since June, we have 
been inputting our periodical indexing into our new automated 
system. From this database we shall be producing our monthly 
library bulletins. And, as the file grows in size, we will be 
doing literature searches for the staff of the Ministry. We 
feel this is a positive step which will help us to meet the 
information needs of our users. (More information about the 


database in future issues of the bulletin. Stay tuned!) 


Your comments and /or suggestions about the “new” bulletin 
are welcome. We want to make our bulletins as useful as 
possible and, if there are shortcomings, we would like to know 
about them. All of us in the library are proud of this new 
accomplishment in the use of automated systems and we hope you 


will find it to your benefit also. 


Ti ein eon ie 
coren Wy my ai Ne c | ee aap me ; 


em « 


‘gyn ae x 





ec ee a nieghii er ee ys 






iealie cleitade ‘ie pies ge toh, 
add jooe oF eu giod Dtw abbas 
oda 30804 (hee vxbesbrhad S104) 


Chiveaw> est hala hice L 30.8 inet i 0 | " dand cae 
ntaotiud "wart". 07 Suede anotzeaguan rt ae parnene see ph : 
- ae Ipteav Oe" antral lod: the: talae, o2 hmm aw -snoolew 278 . 
wad or abd blwow sw , aynimossieda sa eyed3 2! .Sne oldteeoq | 
wo» ality To buetq ors ytnadel sit me we te DIA mont? suodm 


voy sgah ow bes smadeye bessaoaua 6 sey ons at snamiakrqnonos 
wap ie: Seat one ee ae ; 





RECENT ADDITIONS TO THE LIBRARY AND A SELECTION OF 
INDEXED JOURNAL ARTICLES 


TABLE OF CONTENTS 


General partic less « «jel cs siewic co els'sc sie cso eo 6 6060's es 8'6.9 25 vee 901 
CansUructi One INdUStEY siisssesieuscu.0. cejece bla eieiels wo wigle sere le clseieletene 6 L 
Ergonomics, Human Engineering civ. ehorane Siahata louse A 6 aj.cieie ae cere sisisie: eters. 
Hazardous Substances — General ASPpectS ceoceeoesevececvereeee cd 
Hazardous Substances —- ASbDESTOS sescesecesccevevvecvccccereoel 
Hazardous Substances - Carcinogens, Mutagens, Teratogens ... 2 
Hazardous Substances — PeSticides wecececcecscecsvsssescsseves® 
Hazardous Substances —- Others <i vcisive.ccseeesen cece esiccelgceeed 
Industrial Hygiene A a TE I POO ETON ELROC) 
Laboratory Procedures, Laboratory Safety BE LOOK OTTO LE 
Mining and Mineral Industries a tre Weold: SUeatea score re CTulene a eestete te wiaverere tar 
Noise and Vibration Oe TOR ee Netate ti tiene ete tneletaie slow sie the eos) 
Occupational Medicine and Nursing Male se Uieisie Sch eis eine sles ieee 
Pollution and Environmental Healths cesses cess is cele orice wisest | 
Radiation, lLlonizing REE A AOE EE Ph TICES TOOT OL 
Safety ee es es Ls cal eteere ace gis gpisiets ade eunie ateeLsielo.a aus, Suto 
Standards, Law and Legislation iolate a lece iain tale tie wien eieiele eraieneleerey hed 


Workers' Compensation Shi ie A Eee Sr SR Beat A ERIE CHIR NS: 


} 5 A ’ _ _ : : | : | ’ 
7 ' . a ian ia in i . 7 va Be 
; @ ’ z : it 7 : : om. ie ¢ - 
a i : " oe a a - ip 


ae a 7 


“ie ne 4 en c 
é Tee On. Sd ie ir 


f re ; a a —_ 7 7 mp m is - 
a is | a ne ia . 7 ; = ; 
u’ BP, )) 7 





7 





eee wee aie : ' 
ee eon 
Lnevonntina bong ineteds a aes csi eau soa ae 7 Vi i 
ont ea ‘hoy a se ie. so), Ae . 
Leverersenayensnees iia as paeilbmraaaemien iia jue _ 
| 
oe 
Mrernnsensecehennedias  Bioaqah fexea90 > Sao JA . 
beappeadiaendincgmhontnalael er a ae id ; 1 
r Fj a! oe 
oy hes a & . ‘ 
aegoaeret ensgeaiM «naagontozud = @ | 
Pr atlantida tno be di evtaseaae~ nmloansae sikajabulled 
beoesenngebadenmn ye thedatns ezens0 sbonededii®, ewobrssel | i 
© aay be abr ar ee eee eee ef *. . * rer ° vi ; | v1 
° eee enews ache ie es came . Aetsaeubal  “ 


cca oon xaehad evoanrod seerwbeow st qrosered im) ' e+; 










Wwe ay tg ~* ww | 


Kye na by cla eet eee sols tepbal Sadontn ‘bor won ta 
Bes wassecneianeneesereveassennenseerannnes wobterd ty bos satow a | 
Qi ssvcteseovisissdvanecesers BOLO Bam BakgkbeM Lanoiasquase 
Lisesaccsereeerevererereessntittenl Isinamoortved boa aotgulloy | 
iS Orerarereeereterrs Peery rrr err eee autstool arog 


Ris vee ys Sethvepa> cave ranahe Katee eaeeeesonns de oe » xIe%ee 


fhis awe we Wipeersaedanedievns eles gsolieletge] b eee 


a Mek hay aon sscpiteiiaydaee: 
er nT Pigeon i <s bon 





PERIODICAL ARTICLES 


= ame aoe Oe oe Oe ee Oe ee OS ee ee ee Gee ee ee oe Se oe 


* CONSTRUCTION INDUSTRY * 


8204363 Chicago bridge collapse shows need for falsework code. 
Health and safety at work. v.4, n.ll, Jul.1982, p.42-43. 


8204376 Rising incidence prompts CSAO task force 'back-up' 
accident prevention to be studied. Canadian occupational 
health and safety news. v.5, n.30, Aug.2,1982, p.1-2. 


* ERGONOMICS, HUMAN ENGINEERING * 


8204386 Ayoub MA. Control of manual lifting hazards: 1. training 
in safe handling. J. occupational medicine. v.24, n.8, 
AUGi198250p.573=50.78 


8204005 Keyserling WM. Strength testing / Employee placement on 
physically strenuous job. Symposium on Occupational 
Safety, Research and Education, Morgantown WV, Sep.3-5, 
1980. U.S. National Institute for Occupational Safety 
and Health. NIOSH Pub. now 82-10304 p.9L-101. 
U.S./HE20/7102/S987. 


8204085 Kleeman WB. The need for ergonomics expertise in office 
design. Applied: ergonomics; veils) nv2 oJUn.. 1982, p. 
125-127. 

8204205 Wright GR. Overview of VDT ergonomics. Occupational health 
int Ontario. Veo7. NeO78 JULI 8290 ps PO =o. 
Ont/GP/La/OH/.019. 


* GENERAL ARTICLES * 


8204503 Frei E. The national cancer chemotherapy program . 
Science. v.217, n.4560, Aug.13,1982, p.600-606. 


8204686 Heath ED. Worker training and education in occupational 
safety and health: a report on practice in six 
industrial western nations - part I. J. safety reseach. 
Velo, neds Spring’ 19625 pro—L1s 


* HAZARDOUS SUBSTANCES - ASBESTOS * 


8204048 Baker EL; Greene R. Incremental value of oblique chest 
radiographs in the diagnosis of asbestos-induced pleural 
disease. American J. industrial medicine. v.3, n.l, 1982, 
Pil di 22% 


8204665 Becklake MR. Asbestos-related diseases of the lungs and 
pleura. American review respiratory disease. v.126, n.2, 
Aug 98254 p.1 87-194. Editorial. 


8204333 Court upholds asbestos claim. Update (Oregon Workers' 
Compensation Dept.). Jul.1982, p.l. 


* HAZARDOUS SUBSTANCES - ASBESTOS * (Cont'd) 


* 


8204206 


8204208 


8204559 


8204688 


8204202 


8204588 


8204385 


HAZARDOUS 


8204507 


8204558 


8204685 


8204357 


8204342 


Dicker WL; Pang TWS; Rajhans GS. Asbestos identification 
and sampling. Occupational health in Ontario. v.3, n.3, 
Jul. 1982, p.154-172. Ont/GP/La/OH/.019. 


Occupational safety/health review, 1981-82, part I. 
Asbestos. v.63, n.ll, May 1982, p.6-44. 


Polissar L; Severson RK; Boatman ES; et al. Cancer 
incidence in relation to asbestos in drinking water in 
the Puget Sound region. American J. epidemiology. v.116, 
nez, AUG.1982;7, p.514-328. | 


Risk to railroad workers (from asbestos exposure) 
suggested by Pennsylvania findings, study says. 
Occupational safety and health reporter. v.12, n.13, 
Augs) 26,1982, p.271-272.°Ref/T55/.B9524 


Scales M. Canada backs asbestos use, third world provides 
market.6 Canadians mining! Jxaive.l035,n.798901. 1982, p.19, 
215236 


United States. Environmental Protection Agency. Asbestos 
reporting requirements. Federal register. v.47, n.147, 
JuL.,307 19827 peSsaGies332 25. 


Zaidi SH; Bhattacherjee JW; Dogra RKS; et al. Effect of 
BCG on experimental asbestosis. Industrial health. v.20, 
Niecy LIS, Del2o—1to in. 


SUBSTANCES - CARCINOGENS, MUTAGENS, TERATOGENS * 


Agency memo on tumor growth at two PPM prompts plea for 
action, charge of secrecy. Chemical regulation reporter. 
V0, N.l0, AlUg.13,1982, p.Osl—6g2. ner, P50/.C 7139. 


Agency's evaluation is first since 1974 IARC sets benzene 
cancer risk estimate. Canadian occupational health and 
“safety. V.5,fn.s2y Augeil6,1982, pil, 


Auto workers file suit seeking emergency formaldehyde 
standard. Occupational safety and health reporter. v.12, 
ngd 3% Augse2644d 98255 P5267 . Ref/155/B952, 


Baldwin CA; Beauliou HJ; Buchan RM. Application of the K2 
asbestos screening test in Colorado school. American 
Industrial Hygiene Assoc.J.. v.43, n.8, Aug.1982, 
p.602-604. 


Cahan V. In limbo: OSHA's cancer policy. Chemical 
engineering. vi89, nelS;,, Jule. 26719827 Decl ico 


* HAZARDOUS SUBSTANCES - CARCINOGENS, MUTAGENS, TERATOGENS * 


8204313 


8204383 


8204373 


8204191 


8204689 


8204312 


8204209 


8204387 


8204508 


8204380 


8204204 


8204375 


(Cont'd) 


California study finds statistical link between stomach 
cancer and DBCP in water. Chemical regulation reporter. 
Ve6e0nslds, | dul21982,. p7 5387s eRet/T557 «C73 9% 


Canadian province funds study of occupational carcinogens. 
ohn eae and health report. v.12, n.15, Jul.27,1982, 
Pp. ° 


Cancer death study reaffirms suspicion that New Jersey is 
a ‘cancer alley'. Toxic materials news. v.9, n.30, 
Juis26,1982, «ps23 8% 


Decoufle P. Occupation. Cancer epidemiology and 
prevention/ Schottenfeld D and Fraumeni JF. - 
Philadelphia PA ;: W.B.Saunders, 1982. Chapt.13, 
p.318-335. RC268/C215. No photocopy. 


Epstein JH. Chemical phototoxicity in humans. J. National 
Cancer, Institute? 5vs697 nel adUlend 9824, ).1265-266. 


Experts at OSHA risk assessment hearing (on arsenic) give 
varying interpretation of new data. Chemical regulation 
reporter. v.6)9n.da4 JUlGdOS2yap.oA2n Ref/155/.C139. 


Experts at OSHA risk assessment hearing (on arsenic) give 
varying interpretation of new data. Occupational safety 
and health reporter. v.12, n.8, Jul. 22, 1982, 
p.187-188. Ref/T55/.B952. 


Gold EB; Diener MD; Szklo M. Parental occupations and 
cancer in children. J. occupational medicine. v.24, n.8, 
Aug. 1982, {pou 8-584. 


Profiles note workers risk of cancer from exposure to 
three major chemicals. Chemical regulation reporter. v.6, 
n20,cAtgs 1341198245 p63 0563 1yeRet/Mo074C739'. 


Quantitative cancer risk assessment included for first 
time in IARC paper. Occupational safety health reporter. 
Vel2;unele JU1+2991982 <p. 205-2002 Ref/T557 .B952. 


Terrill JB; Lee KP; Culik R; et al. The inhalation 
toxicity of phenylglycidyl ether: reproduction, 
Mutagenic, teratogenic, and cytogenetic studies. 
Toxicology and applied pharmacology. v.64, n.2, Jun. 30, 
1982, p.204-212. 


Three PPM formaldehyde exposure may pose cancer risk, 
study says. Canadian occupational health and safety 
news. v.5, n.30, Aug.2,1982, p.2. 


* HAZARDOUS SUBSTANCES - GENERAL ASPECTS * 


* 


8204683 


8204682 


HAZARDOUS 


8204361 


8204367 


8204382 


8204368 


8204335 


8204351 


8204232 


8204347 


8204003 


8204671 


8204359 


8204004 


Material safety data sheet - right to know. Cal/OSHA news. 
v.6, nyo Aug. L9827 j Pe. teks fe! 


What is toxic?. Cal/OSHA news.°v.6,\n.3, Aug: 1982, p.1-2. 
SUBSTANCES - OTHERS * 


Adhesives present workplace dangers. Health and safety at 
WOLK a Ved pulls dinky JUL el ICL, Deak=2 6 


Bingo hall CO levels may be hazardous. The journal 
(Addiction Research Foundation). v.ll, n.8, Aug.1982, 


p.4. 


CAL/OSHA: State health agency issues hazards alert. 
Occupational safety and health reporter. v.12, n.9, 
Jul .1982°%p<20 434 Ret /T55/.B9524 


Cowan V. Cadmium: protection from its effects. 
Occupational” health.tvi34,°n267*uvun. 1982p. 261-270. 


Edmonds OP; Bourne MS. Sodium azide poisoning in five 
laboratory technicians. British J. industrial medicine. 
V¥.o9% n.3, Aug.1982, p.308-309. 


Esmen NA; Sheehan MJ; Corn M; 
to manmade vitreous fibers: 
materials. 
p.386-398. 


et al. Exposure of employees 
Installation of insulation 
Environmental research. v.28, n.2, Aug.1982, 


Great Britain. Health and Safety Executive. Control of 
exposure to polyvinyl chloride dust. London HMSO. 
Guidance Note EH31l. 4 p. Ref/HD7279/G7/G79/EH. 


Gross P. Man-made vitreous fibers: present status of 
research on health effects. Internat. archives of 
occupational and environmental health. v.50, n.2, 
Jun. £962, p.,l0s-li2, 


Kluwe WM; Hook JB; Bernstein J. Synergistic toxicity of 
carbon tetrachloride and several aromatic organohalide 
compounds. TOXICO1COY. V.e2s, Nee, 1902, Peo 21—5505 


OSHA stays lead standard. Professional safety. Aug. 1982, 
De 9.73.54 


Oak Ridge tests released by CPSC show significant emission 
from insulation. Chemical regulation reporter. v.6, n.19, 
Aug.1982, p.604-605. Ref/T55/.C739. 


Roto P. Cobalt. Nordic Expert Group for Documentation of 
Occupational Exposure Limits. Arbetete och halsa. n.16, 
1982, 32 p. in Swedish, English summary. 


* HAZARDOUS SUBSTANCES - OTHERS * (Cont'd) 


bd 


8204590 


8204054 


HAZARDOUS 


8204349 


8204560 


8204225 


8204506 


8204002 


Vainio H. Inhalation anesthetics, anticancer drugs and 
sterilants as chemical hazards in hospitals. 
Scandinavian J. work, environmental and health. v.8,n.2, 
Jun. 1982, p.94-107. 92 references. 


Weir FW; Fabiano VL. Re-evaluation of the role of carbon 


monoxide in production or aggravation of cardiovascular 
disease processes. J. occupational medicine. v.24, n./, 
Jul.1982, p.519-525. 56 references. 


SUBSTANCES - PESTICIDES * 


A battle over pesticide data. Science. v.217, n.6, 
Auge l982,,. ps2, 018. 


Khera KS; Whalen C; Angers G. Teratogenicity study on 
phyrethrum and rotenone (natural origin) and ronnel in 
pregnant rats. J. toxicology and environmental health. 
Ot Te dope Wl et OZ pei de 


Know the symptoms of pesticide poisoning. Safety 
Management. v.8, n.5, May 1982, p.49. 


Lonnerdal B; Asquith MT. Malathion not detected in breast 
milk of women living in aerial spraying areas. New 
England J. medicine. v.307, n.7, Aug.16,1982, p.439. 


Soliman SA; Farmer J; Curley A. Is delayed neurotoxicology 
a property of all organophosphorus compounds? A study 
with a model compound: Parathion. Toxicology. v.23, n.4, 
1982 paseo) oe 


INDUSTRIAL HYGIENE * 


8204362 


8204355 


8204336 


8204047 


8204501 


Gassing - learning from case studies. Health and safety at 
Work. Vi.4, Nell, JUl,;Loe2,, Peo? 38. 


Haas BH. Industrial hygiene audits. American Industrial 
Hygiene Assoc.J.. v.43, n.8, Aug.1982, p.562-568. 


Lee BK. Occupational lead exposure of storage battery 
workers in Korea. British J. industrial medicine. VesD 9 
Neo BUG. 9G2 7). Pee bo e207. 


Lilis R:; Valciukas JA; Sarkosi L; et al. Assessment of 
lead health hazards in body shop of an automobile 
assembly shop. American J. industrial medicine. v.3, nel, 

One, Deo oss 


Morgan WKC. Effects of particles, vapours, fumes and gases 
examined in the Canadian workplace. Canadian 
occupational safety. v.20, n.4, Jul-Aug.1982, p.2-3. 


* INDUSTRIAL HYGIENE * (Cont'd) 


8204669 NIOSH issues warning about respirators used to protect 
against formaldehyde. Job safety and health reporter. 
Vil 27 atleLO pwAUd «ul oOcy sbelese 


8204242 Parkes HG; Veys CA; Waterhouse JAH; et al. Cancer 
mortality in the British rubber industry. British J. 
industrial medicine. v.39, n.3, Aug. 19827 D.209=2205 20 
references. 


8204381 Public notice of proposed standard expected in Jan.1983, 
White says. Occupational safety and health reporter. 
v.12, neo, Jul. 29,1902) Pe20) eu. Retry 1997 -b9o2 - 


8204046 Roels H; Buchet JPJ; et al. The possible 
role of direct ingestion on the overall absorption of 
cadmium or arsenic in workers exposed to CdO or As203 
dust. American J. industrial medicine. v.3, nels Lys) 
josh altos 


8204358 Rose VE; Perkins JL. Passive dosimetry — State of the art 
review. American Industrial Hygiene Assoc.J.. Vessel 


8204083 Thiess AM; Frenzel-Beyme R; Link R; et al. Mortality study 
on employees exposed to alkylene oxides (ethylene 
oxide/propylene oxide) and their derivatives. Prevention 
of occupational;cancer. International 
Symposium. Helsinki Apr.21-24,1981. Occupational 
Safety and Health Series no.46, Geneva : International 
LaboOur.OLbl Cesubeace aco. I.L.0./Series/O.H.S.no.46. 


8204378 When a plant makes explosives, safety is paramount. Safety 
Canada. V.26, N./, cul/AUg 1902, peaeo. 


8204667 Zinc removal from blast furnace dust. Iron and steel 
engineer. v.59, n.8, Aug. 1982, be so-U 0. 


* LABORATORY PROCEDURES, LABORATORY SAFETY * 


8204345 Apostoli P; Brugnone F; Perbellini L; et al. Biomonitoring 
of occupational toluene exposure. Internat. archives of 
occupational and environmental health. v.50, ier 
July LVO2) eb al oo LO. 


8204591 Lie A; Gundersen N; Korsgaard KJ. Mercury in urine - sex, 
age and geographic differences in a references 
population. Scanadinavian J. work, environmental and 
healthesV.sG ee 2endUlea oO ch epee op 


8204353 Matthews TG. Evaluation of a modified CEA Instruments, 
Inc. model 555 analyzer for the monitoring of 
formaldehyde vapor in domestic environments. American 


Industrial Hygiene Assoc.J.. v.43, n.8, Aug.1982, 
P.547-552. 


* LABORATORY PROCEDURES, LABORATORY SAFETY * (Cont'd) 


8204505 


8204356 


8204388 


8204354 


Oliveri JB. A consultant look at: laboratory exhaust air 
systems. Air conditioning, heating and refrigeration 
news. Aug.1982, p.16. 


Peck RC. Validation of a method to determine a protection 
factor for laboratory hoods. American Industrial Hygiene 
ASSOC .Jee VRABiG Di. Oy Aug.1982, Pe 96-601). 


Wallis G; Barber T. Variability in urinary mercury 
excretion. J. occupational medicine. v.24, n.8, Aug. 
1982, p.o90—-595.. 


Woebkenberg ML. A comparison of three passive personal 
sampling methods for NO2. American Industrial Hygiene 
Assoc.J.. v.4o,;'nl.8), Aug. 1982), p.553.-56.)). 


* MINING AND MINERAL INDUSTRIES * 


8204812 


8204203 


8204339 


8204338 


8204668 


8204198 


8204200 


8204199 


8204192 


Finkelstein M; Kusiak R; Suranyi G. Mortality among miners 
receiving workmen's compensation for silicosis in 
Ontario: 1940-1975. J. occupational medicine. v.24, n.9, 
Sep. 1982, p.663-667. 


Hawkins T. Mine safety strengthened by MAPAO (Mine Accident 
Prevention Association of Ontario) programs. Canadian 
Mami? Ut welO0S) a.) ule L932 pepo] 


Jones MB. Ventilating tunnels: fans and fan control 
systems. Tunnels and tunnelling. v.14, n.6, Jul.1982, 
p.45-48. 


Jones MB. Gas detection and monitoring in tunnels. Tunnels 
and tunnelling. v.14, n.6, Jul.1982, p.39-40,42. 


Management commitment needed to curb mine accidents, 
report concludes. Job safety and health report. v.12, 
nve ug. o10,. 1982, sp.Z3 - 


Ontario. Ministry of Labour. Mining Health and Safety 
Branch. Hazard alert: conveyors. 2 p. 
Ont./G.P./La/M.H.S./.H428. No photocopy. 


Ontario. Ministry of Labour. Mining Health and Safety 
Branch. Hazard alert: mine hoist brakes. Poster no.l, 2 
p. Ont/G.P./La/M.H.S./H428. No photocopy. 


Ontario. Ministry of Labour. Mining Health and Safety 
Branch. Hazard alert: surface working faces. Phy SE 
Ont/G.P./La/M.H.S./-H428. No photocopy. 


Ontario. Ministry of Labour. Mining Health and Safety 
Branch. Hazard alert: portable compressors. Toronto. 
PO Gl ea. Ont/G.P./La/M.H.S./H428. No photocopy. 


* MINING AND MINERAL INDUSTRIES * (Cont'd) 


* 


8204587 


8204594 


8204586 


8204343 


8204240 


NOISE AND 


8204557 


8204348 


8204670 


8204589 


8204684 


8204063 


8204344 


Perzak FJ; Spencer ER; Sapko MJ. Testing of fire-resistant 
conveyor belting. Canadian mining and metallurgical 
bulletin. v.75, ne84490 Ang.s29824ip AdSa119. 


Report cites management commitment as major factor in 
improving mine safety. Mine safety and health reporter. 
veidh« ni.6.,5 Auge 1lgui 98250 ppdk Rls. , REEVTN295/2B952.. 


Silvey DH. Fire-retardant belting. Canadian mining and 
metallurgical bulletin. v.75, n.844, Aug. 1982, 
pee O22 e 


Stutchburg JF; Dymott KR. A new conveyance arrestor for 
mine shafts and haulage. American Mining Congress J.. 
v.68, n.8, Aug .1982, ps.lLo=22% 


Wegman DH; Peters JM; Boundy MG; et al. Evaluation of 
respiratory effects in miners and millers exposed to 
talc free of asbestos andiisilica.: British J. industrial 
medi cine cv.39)i01-.1978 Augel9 8270p. 253-296" 


VIBRATION * 


90dBA 'unacceptable'. Occupational safety and health. v.12, 
Ti) DU B27 Gre 


Engel PG. Controversy continues to surround OHSA's hearing 
conservation rule. Occupational hazards. v.44, n.7, 
Ju101982.,. pA S=48% 


Kono S; Sono T; Nimura T. Personal reaction to daily noise 
exposure. Noise control engineering. v.19, n.l, 
July. =Ausci. 1982, p.4-16. 


Moulder R. Understanding noise control. Plant engineering. 
V2Bi6:; ni. Fi; Aug. 19, 1982, Dior! 


New noise standard. Cal/OSHA news. v.3, n.6, Aug. 1982, 
Daa 


Royster LH; Royster JD; Berger EH. Guidelines for 
developing an effective hearing conservation program. 
Sound and vibration. vil6, ned » Mayol982,.p.22425;% 


Singh AP; Rai RM; Bhatia MR; et al. Effect of chronic and 
acute exposure to noise on physiological functions in 
man. Internat. archives of occupational and 
environmental health. v.50, n.2, Jun.1982, p.169-174. 


8204337 


8204207 


8204340 


8204365 


8204053 


8204045 


8204592 


8204389 


8204239 


8204366 


8204210 


8204193 


8204369 


* OCCUPATIONAL MEDICINE AND NURSING * 


Baker CC; Pocock SJ. Ethnic differences in certified 
Sickness absence. British J. industrial medicine. v.39, 
n.3, Aug.1982, p.277-282. 


Beauchamp RS. Genetic testing in the workplace. 
Occupational health in Ontario. v.3, n.3, Jul. 1982, 


Bertell R. The health hazards of video display terminals. 
Environmental health review. v.26, n.l, Mar.1982, p.3-5. 


Cooke MA. Occupational skin diseases: is there an 
epidemic?. Safety surveyor. v.10, n.2, Jul.1982, 
Dp. Uo Le,. 


Delzell E; Monson RR. Mortality among rubber workers - 
part V. J..occupational medicine 
Vowanen. /, JUL. L982, D. 539-5465. 


Felton JS. Phosphorus necrosis - a classical occupational 
disease. American J. industrial medicine. v. 3, n.l, 
1982, p.77-120. references p. 116-120. 


Franco G; Malamani T; Germani L; et al. Assessment of 
coronary heart disease risk among viscose rayon workers 
exposed to carbon disulfide at concentrations of about 
30 mg/m. Scandinavian J. work, environmental and health. 
VO sheer? UONsi29S2y Pals Zo0e 


Friedlander BR; Hearne FT; Newman BJ. Mortality, cancer 
incidence, and sickness-absence in photographic 
processors: an epidemiologic study. J. occupational 
medicine v.24, nes, Aug. 1982), p.605=618% 


Froneberg B; Johnson PL; Landrigan PJ. Respiratory illness 
caused by overheating of polyvinyl chloride. BEeLGash wd: 
industrial medicine. v.39, n.3, Aug. 1982, p.239-243. 


Genetic screening. Labor occupational health program 
monitor. v.l0, n.4, Jul.1982, p.1-2. 


Gillespie RW. Emergency care of burn injuries. 
Occupational health and safety. va 5d Genego JUlIAs 1 9B2h 
p.43 ,46-47. 


Great Britain. Health and Safety Executive. Guidelines for 
occupational health services. Health and safety series 
booklet HS(G)20. London : HMSO. 33 p. 
Gt.Brit./G.P./H.S.E./G949. No photocopy. 


Horrewood J. OH services to small industries. Occupational 
health. v.34, n.6, Jun.1982, p.276-284. 


* OCCUPATIONAL MEDICINE AND NURSING * 


8204371 


8204334 


8204509 


8204666 


8204674 


8204227 


8204346 


8204585 


8204231 


8204213 


9204554 


8204384 


8204201 


- 10 - 


(Cont'd) 


Horstman D; Hazucha M; Haak E; et al. Effects of 
submicronic sulfuric acid aerosol on human pulmonary 
function. Archives of environmental health. v.37, n.3, 
May-Jun.1982, p.136-141. 


Jinadu MK. Occupational health problems of motor vehicle 
mechanics, welders and painters in Nigeria. Royal 
society of ‘healthiydy vs L02,°n 3)" dun. 9e24" p.130-18 2. 


Justham D. Research in OH nursing. Occupational health. 
7.9457 UULe to 82 Dis 2=3s16% 


Kelly C. Health caret:what do occupational health 


physician's do?. Canadian Medical Assoc. J.. v.127, n.4, 


Aug. 15, 1982, p.316-319. 


Martin ML. Deep burns. National safety news. v.126, n.2, 
Aug. 1982, p.40-42. 


Medico A. Pre-employment medical screening. Safety 
management. v.8, n.4, Apr. 1982, p.51-52. 


Miyasaka M; Kumai M; Koizumi A; et al. Biological 
monitoring of occupational exposure to methyl ethyl 
ketone by means of urinalysis for methyl ethyl ketone 
itself. Internat. arvhives of occupational and 
environmental health% ‘iv .505%n3 247 Juns1982, p.131-137. 


Morgan WKC; Vesterlund J; Burrell R; et al. Byssinosis: 
some unanswered questions. American review respiratory 
disease. v.126, n.2, Aug.’ 1982, p.354-357% 


Ontario Farm Safety Association. Ontario farm fatalities 
1975-1981. 4 p. PAMPH 14,515. No photocopy. 


Polakoff PL. Technostress: old villain in new guiSe. 
Occupational health and safety. v.51, n.7, Jul. 1982, 
D.32—-38h 


Porter P. Setting up a counselling service in the 
workplace. Occupational health. v.34, n.7, Jul.1982, 
D.292—534 . 


Scientific evidence lacking to support OSHA reproductive 
hazard standard: Vance. Job safety and health report. 
Vel2y, Nel Jul 27 ool Delo. 


Sheppard RJ; Corey P; Cox P. Health hazard appraisal - the 


influence of an employee fitness program. Canadian J. 
public health. v.73,\n.3,-May-Jun. 1982, p.183-187. 


- lil - 


* OCCUPATIONAL MEDICINE AND NURSING * (Cont'd) 


8204350 Solomon CJ. The effects of a master's degree in 
occupational health on the delivery of services to 
workers. Occupational health nursing. V.30, n.8, 
Aug.1982, p.9-24. 


8204229 Strasser AL. Setting guidelines for the pregnant worker's 
care. Occupational health and safety. v.51, n.7, Jul. 
T9U Ly De lorie. 


8204226 The role of stress in the industrial environment. Safety 
Management. v.8, n.5, May 1982, p.35-36. 


8204390 VDT controversy rekindled by task force. Medical post. 
v.18, n.16, Aug.1982, p.34. 


8204556 Yudin S. Computerization proven harmful in pink collar 
workers. Rights and freedoms. n.43, May-Jun.1982, 
p.L4-16, 


* POLLUTION AND ENVIRONMENTAL HEALTH * 


8204372 Dodge R. The effect of indoor pollution on Arizona 
children. Archives of environmental health. v.37, n.3, 
May-Jun.1982, p.151-155. 


8204504 Engel PG. EPA policy shift - reform or regression?. 
Occupational hazards. v,44y,n.8,,,AUug.1982,4 p.42-45. 


8204374 Love Canal homes found to have highest dioxin levels ever 
recorded. Toxic materials news. v.9, n.30, Jule 20, L982; 
D258. 


8204236 Rom WN; Varley G; Lyon JL; et al. Lung cancer mortality 
among residents living near the EL Paso smelter. British 
J. industrial medicine. v.39, n.3, Aug. 1982, D269 27.2% 


8204377 Study planned on research building ventilation problems. 
Canadian occupational health and safety news. oie Tig L's 
Aug.9,1982, p.2. 


* RADIATION, IONIZING * 


8204190 Boice Jr JD; Land CE. Ionizing radiation. Cancer 
epidemiology and prevention. Schottenfeld D, Fraumeni JF, 
- Philadelphia PA : W.B. Saunders, b982¢@Chapt «lay 
p.231-253. RC268/C215. No photocopy. 


8204230 Denton DR. Nuclear plant workers: fearless and forgotten?. 
Occupational health and safety. v.51, n.7, Jul. 1982, 
pgl16=20,22% 


* RADIATION, 


8204352 


8204212 


* RADIATION, 


8204502 


8204595 


8204341 


* SARBL Ye 


8204555 


8204364 


8204672 


8204360 


8204055 


8204062 


8204017 


8204370 


8204123 


- 12 - 


IONIZING * (Cont'd) 


Polednak AP; Keane AT; Beck WL. Estimation of radiation 
doses to the lungs of early uranium processing plant 
workers. Environmental research. v.28, n.2, Aug.1982, 
DesloroZo. 


Voelz GL. Ionizing radiation. Occupational health and 
safety ve Shp ney pp Jaber L982), spas assy 


NON-IONIZING * 


A new threat to health and safety in the office. New 
scientist. v.i95,en. 1318, Augel 27 L982 5nip. 425% 


Beral V; Shaw H; Evans S; et al. Malignant melanoma and 
expsoure to fluorescent lighting at work. Lancet. v.ll, 
n. 8293) TAUGKS (7: feEDIS2 Apse290=293'% 


Hileman B. Radiofrequency and microwave radiation. 
Environmental science and technology. v.16, n.8, 


Baker SP; Samkoft JS; Fisher RS; et al. Fatal occupational 
injuries. J. American Medical Assoc.. v.248, n.6, Aug.13, 
b9827. p16 92=697;. 


Boyle AJ. Application of microcomputers to common safety 
problems. Safety ssurveyors iveh0 vi ins 2 padunvd982,°pt5=12. 


Boylston RP. Locking and tagging guide for industrial 
Operations. Professional safety. Aug. 1982, p.21-25. 


Britain leads in robot safety. Health and safety at work. 
Vs4,enel1l; .dule982, ap sh7 eho 


Cairney P; Sless D. Communication effectiveness of 
Symbolic safety signs with different user groups. 
Applied. ergonomics. v.13). ns2)) Junvl98270p.91-97 . 


Capps JH. A small plant safety plan. Professional safety. 
weno ATE Nees Jul.1982, Pp 13-18, 


Charschan SS. The evolution of laser machining and welding, 
with safety. Ocular effects of non-ionizing radiation: 
Proc. Society of Photo-Optical Instrumentation Engineers 

v.229,- Bellingham MI ; 1981. QP82.2/R3/021. 


Hamilton M. Wool the fireman's new friend. Occupational 
health and safety. v.12, n.7, JulSl96@2@ipel6-18. 


High-voltage health hazard?. Health and safety at work. 
Ve4, Ne LO un. 962, eli. 


* SAFETY * 


8204279 


8204233 


8204234 


8204673 


8204593 


8204332 


- 13 - 


(Cont'd) 


Injury prevention for new hires among topics at OSHA 
planning session. Occupational safety and health 
reporter. Vil2) ns9, gul.1962) D.203—-204,. Ref /T595/, 8952. 


Ontario. Ministry of Labour. Library. Agricultural/Farm 
safety: Selected references. Occupational safety and 
hea Leh stopics st i 6654 WES poi UN re oe DO ey sais 


Ontario.Ministry of Labour. Library. Safety hats in the 
workplace: Selected references. Occupational health and 
Saretvetopics. V.6,y Nei, JULs350,1982,. p,1-—4, 


Take a close look at eye protection. National safety news. 
VeLZO Tis 23 Aug. 1982, p.34-39. 


Wohlen JP. Using emergeny wash stations to reduce 
injuries. Plant engineering. v.36, n.17, Aug. 19, 1982, 
Ds e- 0a. 


Woodard L. Learning from experience: how a wastewater 
tragedy led to an outstanding safety program. Highlights 
(Water Pollution Control Federation). v.19, n.7, 

See A254 Dal — 9. 


* STANDARDS, LAW AND LEGISLATION * 


8204189 


8204188 


8204433 


8204187 


8204185 


* WORKERS' 


8204211 


American National Standards Institute. Practices for 
respiratory protection for the fire service. New York NY, 
1981. 20 p. Standard/ANSI/Z88.5-1981. No photocopy. 


Canadian Standards Association. Method for the measurement 
of ozone in air. 16 p. Standard/CSA/Z223 .23-1981. No 
photocopy. 


EEC protecting workers against lead risks. European 
industrial relations review. n.102, Jul.1982, p.8-9. 


Great Britain. Health and Safety Executive. First aid at 
work. London : HMSO, 1981. 46 p. Health & safety series 
booklet HS(R)1l. Gt. Brit./G.P./Hes. 5.7 H638/7HS(R) 11. No 
photocopy. 


Great Britain. Health and Safety Executive. A guide to the 
Dangerous Substances (Conveyance by Road in Road Tankers 
and Tank Containers) Regulations 1981. London: HMSO. 64 
p. Health & Safety series booklet HS(R)13. 
Gt.Brit./G.P./H.S.E./.G948. No photocopy. 


COMPENSATION * 


Goerth CR. A map to the maze of disability. Occupational 
health and safety. v.51, n./7, Jul. 19827 p.oe- oo. 


- 14 - 


* WORKERS' COMPENSATION * (Cont'd) 


8204228 Lancianese FW. Florida's wage-loss program: trend-setter 
or one of a kind?. Occupational hazards. v.44, n./7, Jul. 
PIG 2i, Pesoos Give 


8204006 Morgan WKC. Pulmonary disability and impairment: Can't 
work? Won't work?. Basics of RD. v.10. n.5, May 1982, 
p.1-6. Pamph 14,514. 


FREI 


is espana: 


i) 


2 
. 
j 
¢ 


4 
i 
} 
“ 





1376 AD9-! (9/80) 


Ontario 
Ministry of 
Labour 


MINISTRY OF LABOUR BORROWERS: 
A EE Na ecrt dolar heel 


Single photocopies of journal articles may be requested by filling in 
the complete margin numbers from the bulletin and returning this form to 
the library with your full name, branch and mailing address. Books must be 
borrowed in person by staff at 400 University Avenue, and by phone or mail 
from other Ministry locations. Books in heavy demand will be reserved and 
mailed when available. 


NON-MINISTRY OF LABOUR BORROWERS: 
EEO IRAE CL eh al alee achat oie hae hee 


Current books do not circulate outside the Ministry for the first 6 months 


Journal articles should be obtained from your local library whenever 
possible. Requests for items from commonly held journals will not be 
filled. To obtain single photocopies of other articles for research 
purposes the complete margin numbers should be listed and the request form 


returned with your full name and mailing address. There is a charge of 


12 cents per single page for all non-Ontario government personnel; 
minimum charge $5.00. 


LLLLL_L_LP_LPL LLL SSD SS SS ES ASS SAD OD ee ae we we oe oe et oe ne oe oe on oe oe oe eo wn en ne es ee 


REQUEST FORM 


LIMIT: 10 ITEMS FOR MINISTRY: 5 ITEMS FOR NON-MINISTRY AND ONT. GOVERNMNET 
SR Es 2 ETEMDS FOR NON-MINISTRY AND ONT. GOVERNMNET 


INA Cleretolenelelerchelstelelenelcievetclenerstereleleielcrelereis Ontario Ministry of Labour 
Library 
MANILS EL Yity uae 0010's i206 0:5 5.0 0 646.05, oieieis 6 0'6 400 University Ave. -l0th fl 


Toronto, Ontario 


Branch: eoeoeeteoeoeoeeeeweeeeseeeeeeveaeevee eee see 
Address: @eeeoeeteeoeoeeeeeoeaeweeeeeeeseeeeso ee 


eooeeeoeoeoe eee eoeee ee ee eevee ee eee 8 G8 G8 8 8 6 Oe 


LIBRARY BULLETIN: v. 9 part A NO» 9 September 24, 1982 


a yee 


erce nat, < 





doueadex x0? oa ee “sorte 3 tember < ploctic prwtdo oT “baita3 | 
mr309 bgonn ar echt Re: pezett ” bi css. a SdMON, api ing” elatqnos 9f9/ ‘aoaocieg — 1 fe 
gntit » thes  xUOe atw benguzss J 


"O08 euvedo mumkin gear 


nanw eethhd oor" OY cai-iip cm rtm, Gani habe wel pealabe (nme oem teen aa aman at ae ensayo cml ere { 
te Ba | ai rae oh AR hy Ok a le 









TAMAYO AHO an Yaa 


S es = = 
ne ee a ae een ome si teme g . ay tmnt 


{ 





" 7 : + \ 


todas to. yxsetoet sein pi bene Se) a ae sea . . 


i d3G1- +384 vssvear 0 conte ’ C " =i a baa weY ?. 
otiainG ih alge ce 


I 
- ‘ ; ct a tan *y i, dy ise : wea donle ee 
. : rg eae Sa Deena aman , age Ce sdonea® 

) a Csserchesnseaaannennenacen Mec 





Ontario Occupational Health 


Ministry of 


Labour Library and Safety Topics 


ISSN 0706-5043 


Volume 6, number 9, September 24, 1982 


FORESTRY WORKERS ; 


SELECTED REFERENCES 
* Available in the Library 


Adoption near for new logging standard. Safer Oregon, v.36, n.2, 1979, 
Diso— lls 


* American National Standards Institute. Safety requirements for gasoline 
powered chain saws / sponsor, Chain Saw Manufacturers Association. —— 
New York. Standard ANSI B175.1 - 1979. 


* Canadian Standard Association. Rollover protective structures (ROPS) for 
agricultural, construction, earthmoving forestry, industrial and 
mining machines. -- Rexdale, Ont. : CASA. CSA B352 - M1980. 


* Chain saws - part 4. Safety topics, Jan. 1980, p.1l-5. 


* Dionne, E. D. Chain saw safety is in your hands. National safety 
news. Vel 26 Ribei2 Auge 1982, DP.4o-1% 


* Edling, C. and S. Granstam. Causes of death among lumberjacks - a pilot 
study. J. occupational medicine, v.22, n.6, Jun. LOS OF +p. 2403—6. 


* Experience and versatility needed in bush inspection work. Labour and 
employment gazette, v.30, mMe4, Dec. “1980; *p731-4¢ 


* Farkkila, M. and Pyykko, I. Blood flow in the contralateral hand during 
vibration and hand grip contractions of lumberjacks. Scandinavian J, 
work, environment and health, Vey, Meds Dec. (LOT os Ppet00757 46 


* Forest Products Accident Prevention Association. Accident prevention 
starts at the top. -- North Bay, Ont., [197=? low 18) p. HD 269 19 
SLOT E Wey 


* Frazier, T. M. Developing a national occupational health surveillance 
system in the United States. Scandinavian J. work, environment and 
health, suppl.4, v./, 1981, DaleZiin on 


1903 AD9-1(6/8 1) 


Frimat, P. et al. Physical workload in forestry work (use of the. 
dynamic electrocardiogram). Archives des maladies professionnelles, 
v.40, nol2, Dec. 1979, p.1147-56. [French-English summary]. 


Groleau, W. Chainsaw safety features reduce kickback injury risk. 
Forest industries newsletter [NSC], Jul.-Aug. 1982, p.[4]. 


Hearing, vascular, respiratory and eye examinations of chainsaw 
operators. Environmental health and safety news, v.2/, 28, Jul. 
1979-Jun. 1980, n.7-12, 1-6, p.1-9, (15 pages, tables). 


Hughes, A. J. G. Ergonomics of equipment design and operation in 
forestry. Ergonomics, .V.25,) NelyeJane, 1982, p.3-9. 


International Labour Office. Safety and health in forestry work. 
Geneva, 1969. l65 p.. 1I.L.0."series CoP. sI2Z/. 


International Labour Office. Triparite Technical Meeting for the Timber 
Industry (3rd : 1981 : Geneva). Occupational safety and health 
problems in the timber industry / Third Triparite Technical Meeting 
for the Timber Industry, Geneva, 1981. -- Geneva : ILO, 1981. iii, 78 
p. 1.i.0...Comm. limb. (ord hepG. il. 


Logging II1.: the final 'snags' go down. Safer Oregon, v.36, n.3, 19/9, 
pe4-/7. 


Olsen, N., S. L. Nielsen and P. Voss. Cold response of digital arteries 
in chain saw operators. British J. industrial medicine, v.39, n.l, 
Beb. ¢19823..p. 32-8. 


Ostberg, O. Risk perception and work behaviour in forestry : 
implications for accident prevention policy. Accident analysis and 
prevention, v.12, n.3, Sep. 1980, p.189-200. 


Plummer, R. W. et al. Noise measurement and control for timber 
harvesting machines. Proceedings of the Human Factors Society 23rd 
annual meeting,. Boston Mass., Oct. 29-Nov.1, 1979, p. 237-241...-T 
D9 SAT a. HIa lO TOs 


Pyykko, F. et al. Hand-arm vibration in the aetiology of hearing loss . 
in lumberjacks. British J. industrial medicine, v.38, n.3, Aug. 1981, 
palo. 


Redesigning chain saws may help reduce felling accidents. Forest 
industries newsletter [NSC], Jul. 1979, p.[1l]. 


-3- 


Safer chain saw proposal. Safer Oregon, v.l, n.l, 1979, ped. 


Safety first when cutting trees. Safety management, v./, n.2, Feb. 


1981, p.l4. 


Safety tips for chain saws, small tools, felling trees. Forest 
industries [NSC], Apr. 1979, p.[3-4]. 


Saw filer's inventiveness leads to safer workplace. Forest industries 


PNoGl,e Jul. 1979. p.l4ts 


Suzuki, H. Vibration syndrome among forestry workers in private 


enterprises in Fukushima prefecture. J. industrial health, v.21, n.5, 


Sep. 1979, p.442-55. [Japanese, English summary]. 


Theriault, G. et al. Raynaud's phenomenon in forestry workers in 


Quebec. Canadian Medical Association J., v.126, n.12, Jun. iS, 
p.1404-8. 

Three basic cuts leads to safer, more profitable felling. Forest 
industries newsletter [NSC], May-Jun. 1981, Del Oidre 

Wells, G. Action in the wild forests of Tasmania. Australian 
safety news, v.53, n.2, Mar.-Apr. 1932, ‘pe2S-9%s 

Witt, M. “TF the Swedes can do it...” (Occupational safety and 


health in the wood products industry). Western Canadian lumber 
worker, v.47, n.8, Nov.—Dec. 1979, p.1ll-4. 


1982, 


Young, B. Unacceptable death rate haunts perturbed forest industry. 


CLV reports health and safety forum, n.2, Nov. 17, 1980, p.1-3. 
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Library News 





Announcing 
KHKKKKKKKKE 
Automated Library Services 
OMLINE 


Ontario Ministry of Labour Library Online 


MOLDEX 
Periodicals ides 


Labour, relations, employment, human rights, occupational 
health & safety 


OLRB 


Ontario Labour Relations Board Reports Index 


AUTOMATED CATALOGUING 


The Libraries are pleased to announce their new online 
databases for cataloguing and indexing. 

Products from these include the Library Bulletins, Accession 
lists, and COM catalogues. 


COM Catalogues 


The book catalogue, journals card indexes and OLRB reports card 
index have all been CLOSED and will be replaced by Microfiche COM 
catalogues. The first COM book catalogue is now available in the 
library and COM indexes will soon be available. The reference staff 
will be pleased to assist in the use of the new catalogue. 


ON LINE SEARCHES 





MOLDEX OLRB 


Online searching for Ministry staff is now available for all 
new indexing since the catalogues were closed. Online access is by 
author, title, source, date, subject, supplementary terms, 
geographic location, CAS registry number for chemicals, etc. 


OTHER ON LINE SERVICES 
MEDLAR, DIALOG, ORBIT, QL, CAN/OLE, INFOGLOBE, NEW YORK TIMES 


Searches for Ministry staff will continue to be available on 
the hundreds of bases from these vendors. 

New high speed terminals and printers will speed searches and 
reduce the need for offline prints. 


When library construction, moving, and the microform project are 
complete, we plan Library tours and demonstrations of the new 
systems. i 
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PERIODICAL ARTICLES 


* ARTICLES - GENERAL * 


* 


8205028 


8205034 


8204916 


Baier EJ. Do occupational health guidelines and standards 
protect workers?. J. American Industrial Hygiene Assoc. 
v.43, n.9, Sep. 1982, p.629-633. 


Greenberg L. The practice of occupational safety and 
health - facing the twenty-first century. J. American 
Industrial Hygiene Assoc. v.43, n.9, Sep. 1982, 
p.666-673. 


Morgenstern F. Some reflections on legal liability as a 
factor in the promotion of occupational safety and 
health. Internat. labor review. v.121, n.4, Jul.-Aug. 
#982, Pp. 3817-398. 


CONSTRUCTION INDUSTRY * 


8205227 


8205091 


8205240 


8204923 


8204944 


CONIAC to improve a gloomy record?. Health and safety at 
momloslins., 4yp%n wb2iyackuy 2 6b9 827 op 33:5’. 


First for BC industry: construction OH&S progrem launced. 
Canadian occupational health and safety news. v.5, n.37, 
Sep'1620. 7) 982),, p.l=2). 


JarasSunas EK. Crane accidents and prevention. Hazard 
prevention. v.18, n.4, Jul.-Aug. 1982, p.13, 32. 


Morris MJ. The new scaffolding code. Protection. v.19, n.7, 
Jimi Augs.) 9:82. 7, p e602, 


Spotlight on construction safety in the petrochemical 
industry. Counsellor. Aug. 1982, p.2-3. 


ERGONOMICS, HUMAN ENGINEERING * 


8204910 


8204997 


8204991 


8205139 


8204932 


Arbitration sides with pregnant VDT operators. Health and 
safety forum. Aug. 23, 1982, p.4. 


Ayoub MA. Control of manual lifting hazards: II. J. 
occupational medicine. v.24, n.9, Sep. 1982, p.668-676. 


Lamer L. A reply to the incipient public panic about video 
display terminals. Canadian J. opthalmology. v.17, n.1l, 
Feb. 1982, p.1-2. Editorial. PAMPH 14,516. 


Ljungberg AS; Gamberale F; Kilbom A. Horizontal lifting - 
physiological and psychological responses. Ergonomics. 
v.25, n.8, Aug. 1982; p.741-757. References p.755-757. 


Martin PL. Ergonomic workstation design for supermarket 
scanning systems. Ergonomics. v.25, n.6, Jun. 1982, 
p.524. Abstract of paper given at 8th Congress, Int. 
Ergonomics Assoc. 


* ERGONOMICS, HUMAN ENGINEERING * (Cont'd) 


8204933 Salvendy G. Human-computer communications with special 
reference to technological developments, occupational 
stress and educational needs. Ergonomics. v.25, n.6, 
Jun. 1982, p.435-447. 


82053 46 Wright GR. Video display terminals - part I. Accident 
prevention. v.29, n.9, Sep. 1982, p.3-6. 


* HAZARDOUS SUBSTANCES - ASBESTOS * 


8204950 Asbestos litigation costs drive Maniville to file for 
bankruptcy. Toxic materials news. v.9, n.34, Sep. l, 
LOS? Dee Oo. 


8204915 Britton MG. Asbestos pleural disease. British J. disease 
of the chest. vs/67 Nealsawane 1 9O2pmpe ele 


8205225 Flowers ES. New chemical process for asbestos treatment. 
Asbestos. v.64, n.2, Aug. 1982, p.5-10. 


8205129 Government decides not to wait for EEC, announces new 
rules to control asbestos. Internat. environment 
reporter. v.5, né97) Sep. 8, 19382770 .399-400, 
Ref /TD172/162. 


8204999 Howard J; Mohsenifar Z: Brown V; et al. Role of exercise 
testing in assessing functional respiratory impairment 
due to asbestos exposure. J. occupational medicine. v.24, 
n.9, Sep. 1982, p.685-689. 


8205230 Nash T. Asbestos: its use must be controlled. Health and 
safety at work. ve4, nel2, Aug. 1982). p.22—23. 


8205093 New asbestos regulations to be revised when Royal 
Commission completes report. Health and safety forum. 
Sep. 20, 1982, p.3-4. 


8205218 Nobody is fire-proof in the realm of asbestosis. 
Economist. v.284, n.7253, Sep. 4, 1982, p.79-80. 


8204829 The envirocor asbestos removal vaccum plant. Asbestos. 
Vieb49 nelyowull. duQib2en0 6.78. 


8205234 Wagner JC; Berry G; Pooley FD. Mesotheliomas and asbestos 
type in asbestos textile workers: a study of lung 
contents. British medical J. v.285, n.6342, Aug. 
28-Sep. 4, 1982, p.603-606. 


8204832 Walton WH. The nature, hazards and assessment of 
occupational exposure to airborne asbestos dust: a 
review. Annals of occupational hygiene. v.25, n.2, 1982, 
p.117-247. Special issue; 210 references. Title page only. 


* HAZARDOUS SUBSTANCES - CARCINOGENS, MUTAGENS, TERATOGENS * 


8205134 


8204953 


8204942 


8205090 


8205214 


8204833 


8204911 


8204841 


8204936 


B2001S1 


8205223 


Albert RE. Federal regulatory agency approaches to the 
assessment and control of risk from carcinogens. 
Perceptions of risk: proc. 15th Annual Meeting. National 
Council on Radiation Protection and Measurement, 
Washington, Mar.14-15, 1979. Washingtion : NCRP, 1982. 
Dp. 6—17%" RA1231/R27N34/7no0. 1. 


Benya TJ; Busey WM; Dorato MA; et al. Inhalation 
carcinogenicity bioassay of vinyl bromide in rats. 
Toxicology and applied pharmacology. v.64, n.3, Jul. 
19825" p.'367-—37 9% 


Bryant DW; McCalla DR. Mutagenicity and lung cancer in a 
steel foundry environment. Mutagenicity, new horizons in 
genetic toxicology / Ed. by Heddle JA. New York : 
Academic, 1982. ch.4, p.89-115. References p.113-115. 
QH465/A1/M993. No photocopy. 


CMA(Chemical Manufacturers Assoc.), NIOSH meet on industry 
"concern' about study (from benzene) used in hazard 
assessment. Occupational safety and health reporter. 
Wolly Nelo, Sep. 16701982, 7p.ccoeeRely 1507. b oe. 


Cabral JRP; Ponomarkov V. Carcinogenicity of the pesticide 
maleic hydrazide. Toxicology. v.24, n.7, 1982, 
DevOo- 173. 


Dalbey WE. Formaldehyde and tumors in hamster respiratory 
tract. TOxicology. v.29, n.t, 1982,,).9-14. 


Gori GB. Regulation of cancer-causing substances: utopia 
or reality. Chemical and engineering news. v.60, n.36, 
See Oy LIGZ, Pps 20- 32.6 


Hodges ME. NTA - epigenetic tumorigenicity?. Food and 
chemical toxicology. v.20, n.4, Aug. 1982, p.480-483. 


Mennear JH; Haseman JK; Sulllivan DJ; et al. Studies on 
the carcinogenicity of pentachloroethane in rats and 
mice. Fundamental and applied toxicology. v.2, n.2, 
Mar.-Apr. 1982, p.82-87. 


Printworkers ban cancer chemicals. Hazards bulletin. n.3l, 
Aug. 1982, p.5. 


Smith AH; Fisher DO; Pearce N. Congential defects and 
miscarriages among New Zealand 2,4,5-T sprayers. 
Archives of environmental health. v.37, n.4, Jul.-Aug. 
982, D.197-200. 


* HAZARDOUS SUBSTANCES - CARCINOGENS, MUTAGENS, TERATOGENS * (Cont'd) 


* 


* 


8204954 


8204948 


8205080 


HAZARDOUS 


8205241 


8205220 


8205215 


8204957 


8204840 


HAZARDOUS 


8205342 


8205130 


8204934 


Snellings WM; Maronpot RR; Zelenak JP; et al. Teratology 
study in Fischer 344 rats exposed to ethylene oxide by 
inhalation. Toxicology and applied pharmacology. v.64, 
Noein JU. 198244).4/0-481~ 


Sun M. Risk estimate vanishes from benzene report. 
Science. Mode n.4563, Sep. 3h 19382), p.914-915. 


Yamaguchi N; Tazaki H; Okubo T; et al. Periodic urine 
cytology surveillance of bladder tumor incidence in 
dyestuff workers. American J. industrial medicine. v.3, 
hazy 1 982Atp.139=148. 


SUBSTANCES - GENERAL ASPECTS * 


Digging for chemical facts. Occupational health and safety 
(UAW). nes | 1978, Desmse 


Leslie G. The statutory right to refuse unsafe work: a 
comparison of Saskatchewan, Ontario, and the Federal 
jurisdiction. Saskatchewan law review. v.46, n.2, 
LOS aUi2emeD ag oo Ws 


McCann M; Rossol M. Debate over mandatory labeling of art 
ahd ¢rart, materials .Artehazards. Mews, uvsbug ih lee ehUOle 
L982 paps lp « 


The right to know: toxics in the workplace. Up date 
(California. «Dept... Ofte industrial. redationsweav.o paleo s 
Summer “L9.82)7- .p.1 73. 


Wright S. The status of hazards and controls (genetic 
engineering). Environment. v.24, n.6, Jul.-Aug. 1982, 
DelZal ,20,51-53 r) 


SUBSTANCES - HERBICIDES AND PESTICIDES * 


Congress votes toxaphene ban; bill would give EPA 60 days 
to act. Chemicalorequilationy reporter. .V.G9enecs, OCc al, 
nhs Amine © ey Ay Mle <¥-% aly Aa oils wi ley Re omy 


Government bans nitrogen herbicides in first public move 
against pesticides. Internat. environment reporter. v.5, 
n.9, Sep. 1982, p.403-404. Ref/TD172/162. 


Machemer L; Lorke D. Household insecticides and blood 
diseases. bancet. voll, wn2o204, Alga 14, [On Desc 
Letter. 


* HAZARDOUS SUBSTANCES - HERBICIDES AND PESTICIDES * (Cont'd) 


8205222 Soliman SA; Sovocool GW; Curley A; et al. Two acute human 
poisoning cases resulting from exposure to diazion 
transformation products in Egypt. Archives of 
environemental health. v.37, n.4, Jul.-Aug. 1982, 

D.207 212. 


* HAZARDOUS SUBSTANCES - OTHERS * 


8205027 American Medical Association. Council on Scientific 
Affairs. Dimethyl sulfoxide: controversy and current 
status - 1981. J. American Medical Assoc. V.248, n.1l, 
Sep.17, 19627) p.iseo=157 1). 


8204949 Auto workers charge OSHA with cover-up of evidence on 
formaldehyde. Toxic materials news. v.9, n.34, Sep. l, 
19982" D. 260% 


8204993 CPSC reports phthalate emissions from products, health 
effects concerns. Chemical regulation reporter. v.6, 
he2ige Aug. 20, 1982, p.652. Ret 1557.1 39. 


8204842 Chen PH; Luo ML; Wong CK; et al. Comparative rates of 
elimination of some individual polychlorinatd biphenyls 
from the blood of PCB-poisoned patients. Food and 
chemical toxicology. v.20, n.4, Aug. 1982, p.417-425. 


8204828 H2S - the invisible enemy. Occupational health and safety 
(Aibertayt@v.5, nat, May 9624p ic 


8205232 Hort Ay Jacobsson S: Pfaffili Py et lal. Degradation 
products of plastics: polyethylene and 
styrene-containing thermoplastics - analytical, 
occupational and toxicologic aspects. Scandinavian J. 
work, environment and health. v.8, suppl. 2 1 982,460 
111 references. No photocopy. 


8204838 Is the use of halon 1301 for firefighting in confined 
spaces advisable?. Safety management. Vecdy eO, JUN. 
P9627) bp. 41. 


8204935 Karol MH; Hauth BA. Use of hexyl isocyanate antigen to 
detect antibodies to hexamethylene diisocyanate (HDI) in 
sensitized guinea pigs and in a sensitized worker. 
Fundamental and applied toxicology. v.2, Neo, .May—-vUul. 
1OB2ZGep. 2 0b-1154 


8205031 Koponen M; Gustafsson T; Kalliomaki PL. Cobalt in hard 
metal manufacturing dusts. J. American Industrial 
Hygiene Assoc. v.43, n,.9, Sep... 1982, p.645-651. 


8204834 Kopp SJ; Glonek T; Perry Jr HM; et al. Cardiovascular 
actions of cadmium at environmental exposure levels. 
Science. v.217, n.27, Aug. 1982, p.837-839. 


* HAZARDOUS SUBSTANCES - OTHERS * (Cont'd) 


S202 5 Kramer RF. Control of waste gas anesthetics. Professional 
Saf GtVie Viel pled ppSOD ere lS 2G apie Teale 


8205135 Organic solvents affect nervous system. Safetylines- y.2, 
W.3:, Apr.-May 1982, p.4=5, 


8204943 Rappe C; Nygren M; Buser HR; et al. Occupational exposure 
to polychlorinated dioxins and dibenzofurans. 
Chlorinated dioxins and related compounds : impact on 
the environment : proc. Workshop, Rome, Oct. 22-24, 
1980... Oxford °:, Pergamon, 1982.) p.495=-513s 
QH545/T44/C544,. No photocopy. 


8205224 Sun M. OSHA reviewing cotton dust standards. Science. 
v.2l/, n.4566,, Sep. 24, 1982, pel232-1233)) 


8205089 Wallace D; Nelson N; Gates T. Polyvinyl chloride wire 
insulation decompoisiton, II. J. combustion toxicology. 
Vie9p. May: 98252 p.,05-L12% 


8205035 Whitehead LW. Health effects of wood dust - relevance for 
an occupational standard. J. American Industrial Hygiene 
Assoc. v.43, n.9, Sep. 1982, p.674-578. 


8205076 Williamson AM; Teo RKC; Sanderson J. Occupational mercury 
expsoure and its consequences for behaviour. Internat. 
archives of occupational and environmental health. v.50, 
Neotel 9823, ape ze 66. 


* INDUSTRIAL HYGIENE * 


8205123 Canada Safety Council. Spray painting. Occupational safety 
andwheal th, data, sheet..7n..A7370 19826) 2oep.enlob, safety and 
health guide, 1 sheet, attached. Ref/HD7260/C3/Cl6. No 
photocopy. 


8205233 Hazard alert: welding in confined spaces. UA J. v.LXXXIV, 
Neva SCDs aul DO lym lea 


8204951 Larson RC. Welding fume and heat recovery: the problem, 
the solution, the benefits. Environmental internat. VS, 
Nedc-6760 9814 - peaeeedd 2% 


8204916 Moulds D; Orchard D. Pollutant monitoring - a sixth sense. 
Canadian chemical processing. v.66, n.6, Sep. 10, 1982, 
Pe 25-26 729-30 e 


8205037 O'Brien DM; Hurley DE. An evaluation of control technology 
for spray painting. J. American Industrial Hygiene 
Assoc. v.43, n.9, Sep. 1982, p.695-703. 


* INDUSTRIAL HYGIENE * (Cont'd) 


8205132 Pakenham J. Ventilation must be provided for stainless 
steel welding. Construction newsletter (NSC). Sep.-Oct. 
LOGE De. 


8205096 Papenbrook W. Fighting for a healthy workplace in Kitimat. 
Canadian dimension. v.l6, ndé5>-0ul .-Aug. 1982, .p.14-15. 


* LABORATORY PROCEDURES, LABORATORY SAFETY * 


8204931 College laboratories deal with unique chemical hazards. 
Campus safety newsletter (NSC). Summer 1982, p.5. 


8204959 Danger: ethyl alcohol vapors explode in biologic 
incubator. Health care newsletter (NSC). Sep.-Oct. 1982, 
p.4. 


8204831 Gompertz D. Biological monitoring of workers exposed to 
mercury vapour. J. Society of Occupational Medicine. 
Vase eunes;, Jule -Lood, p. lores. 


8204996 Hatfield TR; Roberts EC; Bell IF; et al. Urine monitoring 
of textile workers exposed to dichlorobenzidine-derived 
pigments. J. occupational medicine. Wile, is oy SED.) 1962, 
p.656-658. 


8205030 Ryan RL; West PW. A hydrogen fluoride personal monitor 
using permeation sampling. J. American Industrial 
Hygiene Assoc. v.43, n.9, Sep. 1982, p.640-644. 


8205345 Schools remove hazardous chemicals from labs. Chemical and 
engineering news. v.60, n.39, Sep. 27, U982 Deck « 


8205219 Townsend S. Campus laboratories need comprehensive safety 
programs. Campus safety newsletter (NSC). Fall 1982, 
Doe os 


* MINING AND MINERAL INDUSTRIES * 


8204938 Bigu J; Kirk J. Experimental determination of the 
unattached radon daughter fraction and dust size 
distribution in some Canadian uranium mines. Canadian 
mining J. v.103, n.8, Aug. 1982, p.39,41-45. 


8204952 Burckle JO; Marchant GH; Meek RL. Arsenic emissions and 
control (technology): gold roasting operations. 
Environmental internat. v.6, n.1-6, 1981, p.443-451. 


8205078 Carlsson A; Olson T. Rock bursting phenomena mya 
superfical rock mass in Southern Central Sweden. Rock 
mechanics. v.15, n.2, Aug. 1982, p.99-110. 


* MINING AND MINERAL INDUSTRIES * (Cont'd) 


* 


8204940 


8205083 


8205344 


8205087 


8204994 


8204956 


82053 43 


8204946 


8204947 


8204924 


NOISE AND 


8205138 


8204937 


8204830 


8205221 


Devuyst EA; Conard BR; Ettel VA. Pilot plant operation of 
the Inco S02/air cyanide removal process. Canadian 
Mining Jo. Vel0S., De Se AUG. uo Oe meet OUR 


Edling C. Lung cancer and smoking in a group of iron ore 
miners. American J. industrial medicine. v.3, n.2, 1982, 
Delt oor 


Greenough GK. Experience with the airstream 
helmet-respirator in mining. Internat. Symposium on 
Occupational Health and Safety in Mining and Tunnelling, 
Prague, Jun.21-25, 1982. 1982, 6 p. PAMPH 14,517. 


Lahdevirta J; Enger E; Hunderi OH; et al. Mining and 
deaths from chronic renal failure. Lancet. v.II, n.8298, 
Sep... 11, 1982, p.606 Letter. 


Mine accident forms prefigure programs. Canadian 
occupational health and safety news. v.5, n.33, Aug. 23, 
O82 Dial ais 


New rock stress monitor aids mine safety. Mining J. v.299, 
The TOMO yg, AUG m2! Bolu. Diet 2 oi. 


Proposed alternate stench warning system. Safety news 
(Mines Accident Prevention Assoc. Ont.). v.13, n.3, Sep. 
LOB 2h, seis 


Rock stress monitor improves mine safety. CIM bulletin. 
V esl tig Wiest pe ICD cee 2p nD oi lalade 


Thompkins RW. Radiation in uranium mines - part I. CIM 
Din Letin « iViewD peal eiso sep SeDe lige Deka One 


Wise KN. Dose conversion factors for radon daughters in 
undergournd and open-cut mine atmosphere. Health 
physics. vV.43..N.L,; ;JuUL. ¢. 982 ap. 53-604, 


VIBRATION * 


Behar A. Noise expoSure Survey in a nuclear generating 
Stations Canadian acoustics. yell, n.4..,1:0ct. 1982, 
Dae Dee 


Better RC. Effective hearing protection. National safety 
newS. Wel 20.7 eee Sep. 1982, D323, 


Moulder R. Understanding noise control - part II. Plant 
engineering. v.36, n.18, Sep. 2, 1982, p.57-58. 


Research warns pregnant women against high-intensity nosie 
exposures. Noise regulation reporter. v.9, n.8, Sep. 20, 
1982,> p.97-98. Ref /IDeol7 Ny es. 





* NOISE AND VIBRATION * (Cont'd) 


8204939 


Savich MU. Abatement of noise and vibration in theCanadian 
mining industry. Canadian mining J. v.103, n.8, Aug. 
L982, Deo lyse 7s ys Lobe ; 


* OCCUPATIONAL MEDICINE AND NURSING * 


8205226 


OZ s 


8205347 


8204917 


8205094 


8205086 


8205095 


8205085 


8204998 


8204955 


8205082 


Acheson ED; Winter PD; Hadfield E; et al. IS nasal 
adenocarcinoma in the Buckinghamshire furniture industry 
declining. Nature. v.299, n.5880, Sep. 16, 1982, 

Pe 260-2004 


Can computers keep us healthy?. Navy lifeline. v.1ll, n.5, 
Sep.-Oct. 1982, p.18-20. 


Cancer mortality in farmers: a review. Chronic diseases in 
Canadas? vt3'n.2)- Sep... 19827-p; 23-24: 


Cherry N; McArthy TB; Waldron HA. Solvent sniffing in 
industry. Human toxicology. v.l, n.3, Jul. 1982, 
pe289-292% 


Conway C. The occupational health nurse of the future. 
Occupational health nursing. v.30, n.9, Sep. 1982, 
Deo la. 


Diem JE; Jones RN; Hendrick Dd; et al. Five-year 
longitudinal study of workers employed in a new. toluene 
diisocyanate manufacturing plant. American review 
respiratory disease. v.126, n.3, Sep. 1982, p.420-428. 


Edwards GK. Is there a correlation between occupational 
stress and physical disease and mental symptoms in upper 
level management. Occupational health nursing. v.30, n.9, 

Sep. 1982, p.18-28. 


Grandjean P. Occupational fluorosis through 50 years: 
clinical and epidemiology experiences. American J. 
industrial medicine. v.3, n.2, 1982, p.227-236. 


Harber P; Tamimie J; Bhattacharya A; et al. Physiologic 
effects of respirator dead space and resistance loading. 
J. occupational medicine. v.24, n.9, Sep. 1982, 
p.681-684. 


Joyce C. Employers fight shy of health surveillance (for 
recombinant DNA workers). New scientist. v.95, n.1316, 
Ju1442947-19825, p. 288. 


Klaucke DN; Johansen M; Vogt RL. An outbreak of xylene 
intoxication in a hospital. American J. industrial 
medicines Vs3, ns27. 1982, p.173-178. 


* OCCUPATIONAL MEDICINE AND NURSING * 


8205126 


8205133 


8205077 


8205088 


8205128 


8204927 


S205079 


8204922 


8205367 


8205348 


8205136 


8205084 


8205127 


8205472 


- 10 - 


(Cont'd) 


Lindell SI. Health factors relationship to accident rates. 
Professional safety. v.27, n.9, Sep. 1982, p.37-40. 


More than one third of all cancer deaths can be prevented. 
Construction newsletter (NSC). Sep.-Oct. 1982, p.6. 


Murtomaa H. Work-related complaints of dentists and dental 
assistants. Internat. archives of occupational and 
envrionmental health. v.50, n.3, 1982, p.231-236. 


Neil B. Accident on tap: drinking on the job. WCB report. 
Summer 1982, p.4-6. 


Nethercott JR; Albers J; Guirguis S; et al. Erythema 
multiforme exudativum linked to the manufacture of 
printed circuit boards. Contact dermatitis. v.8, n.5, 
Sep. 1982, p.314=322. 


Occupational asthma: prescribed disease but continuing 
problem. Industrial relations review and report. n.277, 
Aug. 1982. Health and safety information bulletin, n.80, 
Dal 9% 


Pernis B; Vigliani EC. The role of macrophages and 
immunocytes in the pathogenesis of pulmonary disease due 
to minerat dusts. American J. industrial medicine. v.3, 
Ne Lat Ogi Dew lade 


Pickering EC.o Dermatita su Prouect 110n..4,Vel0umtiew p.0U) «AUG. 
TO82 ye De ro pel el penal. 


Scott T. Health screening: 2..Occupational health. v.34, 
n.. 8, Align + L982 77 p13 76-3540 


Strasser AL. Is the practice of occupational medicine 
changing?. Occupational health and safety. v.51, n.9, 
Sep. 98244 Dal por Oo whdLtOmiain 


Talcosis, pneumoconiosis are cripplers. Safetylines. v.2, 
Tee; Apr.-May 1982, Ded Oe 


Wegman DH; Musk AW; Main DM; et al. Accelerated loss of 
FEV-l in polyurethane production workers: a four-year 
prospective study. American J. industrial medicine. v.3, 
Ne 274 9.8244 Pa Z0 921.5% 


White IR; Rycroft RJG. Low humidity occupational 
dermatosis - an epidemic. Contact dermatitis. v.8, n.5, 
Sep. 1982, p.287-290. 


Wigle DT; Mao Y; Howe G; et al. Comparison of occupation 
On survey and death records in Canada. Canadian J. 
public health. v.73, n.4, Jul.-Aug. 1982, p.242-247. 


ee a 


* OCCUPATIONAL MEDICINE AND NURSING * (Cont'd) 


8205081 Winn DM; Blot WJ; Shy CM; et al. Occupation and oral 
cancer among women in the South. American J. industrial 
mMmeaicineseVv.37;unezc, 1932.,,4p. 161-167". ; 


* POLLUTION AND ENVIRONMENTAL HEALTH * 


8205140 Heggemeier KS. Clinical and epidemiologic follow-up to 
chemical accidents. News report (National Academy of 
Scaences). V.XXXJ 1, nv8os Aug, 9812, peZl-24.. 


8204941 Mahaffery KR; Annest JL; Roberts J; et al. National 
estimates of blood levels: United States, 1976-1980. New 
England J. medicine. v.307, n.10, Sep. 2, 1982, 
D.Od Sov. 


8205141 Marshall E. Air pollution clouds U.S.-Canadian relations. 
Stience. wi2i7,. n.4565,,2 Sep.) 1982, pra 6-14 9. 


8204836 Marshall E. White House steps into lead fight. Science. 
Vedi +) 0% 2) we AUG Io Oey, De —BO0 


8204912 Nriagu JO; Wong HKT; Coker RD. Deposition and chemistry of 
pollutant metals in lakes around the smelters at Sudbury, 
Ontario. Environmental science and technology. v.16, 
n.9%, Sep. 1982),%p 551.560.7068 references. 


8204835 Smith RJ. The risks of living near Love Canal. Science. 
Vv 2ig,. n.27%, Aug. 1982 ,;/p. 808-609 , 811°, 


* RADIATION, IONIZING * 


8204945 Blanchard RL; Fowler TW; Horton TR; et al. Potential 
health effects of radioactive emissions from active 
surface and underground uranium mines. Nuclear safety. 
v.23, n.4, Jul.-Aug. 1982, p.439-450. 


8204920 Katz R; Hofmann W. Threshold in radiobiology. Physics in 
medicine and biology. v.27, n.9, Sep. 1982, p.1187-1190. 
Letter. 


8205236 Photocopiers and radiation. Occupational health and safety 
(Alberta). v.5, n.2, Jul. 1982, p.1l. 


8204839 Stenow A. Laser in working life - safety aspects. Safety 
Management. v.8, n.6, Jun. 1982, p.34-36. 


* RADIATION, IONIZING - WASTE MANAGEMENT * 
8204930 Richter D; Fareeduddin S. Developing guidelines on 


managing radioactive waste. Internat. atomic energy 
agency bulletin. v.24, n.2, Jun. WIC2y. Der lZs 


* RADIATION, 


* 


8204958 


SAFETY * 


8205238 


8204921 


8204929 


8205217 


8205229 


8204925 


82052321 


8205124 


8204928 


8204960 


8205239 


8204837 


8204992 


<a POT 


NON-IONIZING * 


Research shows radios may not be so harmful. Electronic 
and electrical equipment newsletter (NSC). Sep.-Oct. 
L982, DPeil—@E 


Burgoyne JH. Accident investigation. J. occupational 
accidents. v.3, n.4, Mar. 1982, p.289-97. 


Dawson EE. Serving up safety. Ohio monitor. v.55, n.9, 
Sep. 1982, p.13-14. 


Dionne ED. Help your respirator help your respiration. 
National safety news. v.126, n.3, Sep. 1982, p.39-44. 


Eye protection: no farmer should leave home without it. 
Agri-safety newsletter (NSC). Spring 1981, p.4. 


Farmer D. Watch your drill!. Health and safety at work. 
V4, N12) AUG. 1982, p23 or 


Kirkpatrick AT; Curtis H ; Adelgren A. Experimental 
measurement of the thermal effectiveness of two types of 
protective clothing for fire fighters. Fire technology. 
V'.18.,2014 34,1 Aug, BLO S2i nip. 259=2676 


Kletz T. Accident investigations should inspire 
prevention. Health and safety at work. v.4, n.12, Aug. 
UFS2 D ea0e 2 


Krivan SP. Confined space entry. Professional safety. v.27, 
ns 9," S€pes 19.824 0415-195 


Nejmeh Jr G. Contact lens: part II. National safety news. 

Vi126, Nuss Sep. ool p. 3.8. ' 

New study reveals hazards in press cleaning operations. 
Printing and publishing newsletter (NSC). Sep.-Oct. 1982, 
Des 


Proctor TD. A review of research relating to industrial 
helment design. J. occupational accidents. v.3, n.4, 
Mar.- 19823," p.259=—/2". 

The safe use of abrasive wheels. Sciath. 

De Fle sr: 


Noo JUL. 1982, 


Tractor bucket and boom safety in fertilizer plants. 
Fertilizer and agricultural chemical (NSC). Sep.-Oct. 
19:82 Pp - Ae. 
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* SAFETY * (Cont'd) 


8204995 Use of joint health and safety committee could help to 
eliminate hazards and better train workers. Mining 
newsletter (NSC). Sep.-Oct. 1982, p.3. © 


* STANDARDS, LAW AND LEGISLATION * 


8205235 American National Standard for anesthetic equipment - 
scavenging systems for excess anesthetic gases. American 
National Standard. 1982, 12 p. Standard Ansi 279.11. No 
photocopy. 


8204926 EEC(European Economic Community) lead controls agreed. 
Industrial relations review and report. n.277, Aug. 
1982. Health and safety information bulletin, n.80, 
Oe 


8205237 Occupational Health and Safety Act - chemical hazards 
regulation. Occupational health and safety (Alberta). 
Vi ale 2iy eu Ulsese) 982+, cpa) S Extracts from thee Alberta 
Gagette yw eAlberta, regqudation.s/ 82° 


8205228 Safety code covers lead acid batteries. Health and safety 
QtUMWOLK nave a pill el 2 peoUGis aL OZ Deas 


* WORKERS' COMPENSATION * 


8204914 Bell D; Wiatrowski W. Disability benefits for employees in 
private pension plan. Monthly labor review. v.105, n.8, 
Aug. 1982, p.36-40. 


8205075 Buck passing is order of the day in asbestos bankruptcy 
dispute. Toxic materials news. V7.9, 1nso0, SED. 15,. 1982, 
Deel 


8205092 Criticism resumes in Ontario workers' compensation white 
paper. Canadian occupational health and safety news. v.95, 
Mew oep. 20, 19825 Vpe2—3 


8205216 Rehabilitation vital to compensation. Canadian 
occupational health and safety news. Vo OF ns 30, SED. ls, 
1oe2 belo. 
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Applebaum SH. Coping with mental “wear and tear." Occupational health 
pidecarely ys °v-49, 9, Oct. 1980, pe/3S7,5 G1-2. 


Brewin C. Work role transitions and stress in managers : illustrations 
from the clinic. Personnel review, v.9, no.3, Summer 1980, p.2/-30 


Behling 0; Holcombe CD. Dealing with employee stress. MSU business 
BODLCSS Velie Nees OPLLUS. 190 ls (ps 2J- Ol. 


Billings AG; Moos RH. Work stress and the stress~buffering roles of 
work and family resources. J. occupational behavior, v.3, n.3, Jul. 
GS RS PANS PAE ais Tate Wee 


* Bramhall M; Brown B. Extinguishing executive burnout. Executive 
Pendle, iV. (Vv, U.), sepe Oct. 1981, “p.Z578. 
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Library News 





1. Acquisitions List: 


Our users will welcome the return of the “New Books" section of 
the bulletin. It will appear monthly as in the past and will 
list a selection of new titles acquired by the library. We hope 
it will serve as a current awareness tool in those subject areas 
covered by the library. For interlibrary loans, please remember 
that new books do not circulate outside the Ministry for the 


tirst six months after purchase. 
2. Historical Materials: 


We have begun a project that involves reviewing our Occupational 
Health and Safety Pamphlet Collection with the view to | 
cataloguing or microfiching rare and important items. In the 
old days, many monograpns and long reports and serials found 
their way l1nto the Pampnlet Collection instead of into 
cataloguing. In our present task of getting such 1tems out, we 
are again amazed by the wealth of historical information 
contained in this collection. Anyone doing historical work in 
the area ot occupational safety and health, or anyone seeking 
historical facts to backup or enrich contemporary research, 
could tind many valuable references among these older works. It 
is our hope that more use will be made ot the Pamphlet 
Collection and of our historical/arcnival holdings generally. 

In future 1ssues ot “Library News", we will hignlight some of 


the “gems" which are now being dusted-off. 
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Radiation, Non-Lonizing @eeoeeeoevseoev eeooeeeeeoeeonoeeovneoeeoeewe eee 608 ee 8 8 G&G 8 8 @ 
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Ontario Ministry of Labour Library Acquistions List November 5, 1982 
NEW BOOKS 


ABSENTEEISM (LABOR) - UNITED STATES 
Chadwick-Jones, J. K. (John K.). Social psychology of absenteeism / J.K. 
Chadwick-Jones, Nigel Nicholson, Colin Brown. -- New York, N.Y.: Praeger, 
1982. 
Ail le vente Rol? «(4.3.2 


AFFIRMATIVE ACTION PROGRAMS 
Consultations on the Affirmative Action Statement of the U.S. Commission on 
Civil Rights. Vol. 1 : papers presented, February 10 and March 10-11, 
1981, Washington, D.C. -- Washington, D.C. : U.S. Commission on Civil 
Rights, 1982. 
US oh Manis O eos 


United States Commission on Civil Rights. Affirmative action in the 1980s 
dismantling the discrimination process / a statement of the United States 
Commission on Civil Rights. -- Washington, D.C. : The Commission, 1981, 

eS ne oe Na Ae) 


AIR =~ POLLUTION 
Hinds, William C. Aerosol technology : properties, behavior, and 
measurement of airborne particles / William C. Hinds. -- New York : J. 
Wiley, cl982. 
TD 884.5 .H662 


ALIEN LABOR — EUROPE 


Miller, Mark J. Administering foreign-worker programs : lessons from Europe 
jetanceaniiwnier, Philip L. Martin. -> Lexington, Masse) (8 Léxingeon 
Books, cl982. 

HDs837835 47A2 YM6A49 


ALIEN LABOR - RESEARCH - EUROPE 

Social integration of migrant workers and other ethnic minorities : a 
documentation of current research / edited by Matthias Herfurth and 
Huberta Hogewegde Haart ; with an introduction by Michel Oriol ; compiled 
at the informatioszentrum Sozialwissenschaften, Bonn, by Annemarie Nase, 
Oswald Schoberl and Erika Schwefel. -- lst ed. -- Oxford : Pergamon 
Press, cl982. 

HD’S372.5 .A2* 2.5678 


CANCER 
Diet, nutrition, and cancer / Committee on Diet, Nutrition, and Cancer, 
Assembly of Life Sciences, National Research Council. —- Washington, 


D«C. : National Academy Press, 1982. 
US 2 INAR2 &22.86 D565 


CARCINOGENICITY TESTING 
NTP technical report on the carcinogenesis bioassay of 2,6-dichloro-p- 
phenylenediamine in F344 rats and B6C3F1 mice : feed study. -—- Research 
Triangle,Park, N.C.«:,Dept.,of}Health and Human Services, National 
Institutes of Health, National Toxicology Program, L982; 
ASHE? Oe eS SOY 2 721 


NTP technical report on the carcinogenesis bioassay of di(2-ethylhexyl 
phthalate in F344 rats and B6C3Fl mice : feed study. -- Research Triangle 
Park, N.C. : Dept. of Health and Human Services, Public Health Service, 
National Institutes of Health, National Cancer Institute, National 


Toxicology Program, 1982. 
WeGumHe20. tal o) 22217 


CARCINOGENS 
European Chemical Industry Ecology & Toxicology Centre. Risk assessment of 
occupational chemical carcinogens. -- Brussels : ECETOC, 1982. 


RA “LIG7".EZ coo NO.S 


Laboratory decontamination and destruction of carcinogens in laboratory 
wastes : some N-nitrosamines / editors, M. Castegnaro ... [et al.|] 
technical editor for IARC, W. Davis. -- Lyon : International Agency for 
Research on Cancer, 1982. 

RC 268.6 .W892 no.43 


CIVIL RIGHTS -— CANADA 
Kallen, Evelyn, 1929-, Ethnicity and human rights in Canada / Evelyn 
Kallen ; introduction by David R. Hughes. -- Toronto : Gage, cl982, 
JC 599 ,.C3 .KI4 


McDonald, D. C. (David C.). Legal rights in the Canadian Charter of Rights 
and Freedoms : a manual of issues and sources / David C. McDonald. -- 
Toronto : Carswell Legal Publications (Western), cl982. 

KE 4381 .M135 


Ontario Human Rights Commission. A guide to the Human Rights Code, 1981. -- 
[Toronto] : The Commission, [1982]. 
Ont. GoPs Lae HRC. .GI46: Retr, 


COLLECTIVE BARGAINING -— UNITED STATES 
Beal, Edwin Fletcher. The practice of collective bargaining / Edwin F. 
Beal, James P. Begin. -- 6th ed. -- Homewood, Ill. : R.D. Irwin, 1982, 
HD 6483 .B38 1982 


CONTACT DERMATITIS 
Fregert, Sigfrid. Manual of contact dermatitis / Sigfrid Fregert. -- 
2nd ed. -- Copenhagen : Munksgaard, 1981. 
RC@593 #SC65 5P63S 


DAY CARE CENTERS 
Acheson, Shelley. Parental rights & daycare : bargaining guide for unions / 
[researched and written by Shelley Acheson and Catherine Macleod with 
considerable assistance from the OFL Women's Committee]. -- Don Mills. 
Ontario Federation of Labour, 1982. 
HD 6065.50.62" .Alyy 


ECONOMIC FORECASTING - UNITED STATES 


Economic projections to 1990. -- Washington, D.C. : U.S. Dept. of Labor, 
Bureau of Labor Statistics : For sale by the Supt. of Docs., U.S. G.P.O., 
1982. 


Uissr Leos PAAR 


EMPLOYEES' REPRESENTATION IN MANAGEMENT 
Gaudier, Maryse. Workers' participation in management : selected 
bibliography, 1977-1979 / Maryse Gaudier. -- Geneva : International 
Institute for Labour Studies, c.1981. 
HD 4841 .161 BS-4 


EMPLOYMENT SUBSIDIES - GREAT BRITAIN 
Deakin, B. M. (Brian Measures). Effects of the temporary employment 
subsidy / B. M. Deakin and C. F. Pratten. -- Cambridge [Cambridgeshire] 
Cambridge University Press, 1982. 
HG 260 .s9 .D278 
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ENVLRONMENTALLY INDUCED DISEASES 


Handbook of environmental genotoxicology / editor, Eugene Sawicki. -- Boca 
Raton, Fla. : CRC Press, cl982, 
Ref'scRB°L55 «H236 -vel 


HANDICAPPED 
Bereavement of physical disability : recommitment to life, health, and 
function / John A. Downey, Georgia Riedel and Austin H. Kutscher, 
editors ; with the editorial assistance of Lillian G. Kutscher. -- New 
York,N.Y. : Arno Press, 1982 
RD 798 .B487 


Burkhauser, Richard V. Disability and work : the economics of American 
policy / Richard V. Burkhauser and Robert H. Haveman with the assistance 


of George Parsons. -- Baltimore : Johns Hopkins University Press, c1982. 
HDi 250: «.U 54.8909 


HANDICAPPED — EMPLOYMENT 


Removing the barriers : a National Conference on Employment of Disabled 
Person, March 3,4 & 5, 1982, Toronto, Ontario. -- Toronto : Canadian 
Rehabilitation Council for the Disabled, 1982. 

HD 57255258309 


HAZARDOUS SUBSTANCES 
The Assessment of major hazards / organized by the North Western Branch of 
the Institution of Chemical Engineers, 14/16 April, 1982. -- lst ed. -- 
Rugby, .Enges 2) institution of Chemical Engineers, : Willowdale, Ont. 


distributed by Pergamon Press Canada Ltd., 1982. 
bags ye ia ny Wns be he tel M0) 


Great Britain. Health and Safety Executive. A guide to the Dangerous 
Substances (Conveyance by Road in Road Tankers and Tank Containers) 
Regulations 1981 / Health and Safety Executive. -- London : HMSO, cl981l. 

Ge. BritseGr Pe eS hs. HO38 HS(R) 12 


Toxic substances litigation, 1982 / Sheila L. Birnbaun, Paul D. Rheingold, 
cochairpersons. -- New York, N.Y. (810 7th Ave., New York 10019) 
Practising Law Institute, cl982. 

KF 3369 .P895 no.198 


HOURS OF LABOR 


Applegath, John. Working free : practical alternatives to the 9 to 5 job / 
John Applegath. -- New York, N.Y. : AMACOM, c1982. 
HD 4905 .A648 


HUMAN ENGINEERING 
Industrial ergonomics / produced by the School of Human Biology, University 


of Guelph, Ontario. —- Toronto : Industrial Accident Prevention 
Association, 1982. 
T 590) cola 


INDUSTRIAL ACCIDENTS 
Lagadec, Patrick. Major technological risk : an assessment of industrial 
diseases / Patrick Lagadec ; translated from the French by H. Ostwald ; 
rectnicalmeditotad. Geecnicken. ~~ Ist ed.ace Oxford : Pergamon Press, 
1982. 
HD 7262. .L1/2 


INDUSTRIAL HYGIENE 
Assessment of worker exposure to styrene and epoxy resin in the reinforced 
plastics industry / by the University of Western Ontario, Occupational 
Health and Safety Resource Centre ; for the Ministry of Labour of 
Ontario. -- [London, Ont.] : The Centre, [19817] 
Onts.GeéPepba. Oahs, o£42.5A846 





Les Conditions de travail et la sante de la travailleuse enceinte, de 
l'enfant a naitre et d l'enfant allaite : document-guide. -- [Quebec] : 
Commission de la sante et de la securite du travail du Quebec, 1982, 

Que. GP. CSST .C745 


Hopton, F. J. Industrial hygiene surveys of plants using or producing vinyl 
chloride / F. J. Hopton, B. J. Stewart; for the Ministry of Labour. -- 
Mississauga, Ont. : Ontario Research Foundation, 1981. 

Ont... GaP. Las Osh... L42, 6H799 


McCaffrey, David P., 1950-. OSHA and the politics of health regulation / 
David P. McCaffrey. -- New York : Plenum Press, cl1982. 
HD 7654 .M121 ; 


Pandey, Raj N. A survey of the solvent inhalation exposure in Ontario's dry 
cleaning and degreasingt plants / by Raj N. Pandey. -- Guelph, Ont. : 
Guelph Chemical Laboratories. 1981. 

Ont~e;: GePa La. fOsH.. £1424 8189 


A Resource guide to worker education materials in occupational safety and 
health. -- Washington, D.C. : U.S. Dept. of Labor. Occupational Safety 
and Health Administration, Office of Information and Consumer Affairs, 
Division of Communications Production, 1982. 

U. Sea bode 2iekt a4 


United Technology and Science, Inc. Assessment of worker exposure to 
isocyanates / United Technology and Science In[c]. -- Toronto : United 
Technology and Science, Inc., 1982. 

Ont, Gy Po) Lava Oy Hive 14244059 


University of Waterloo. Centre for Occupational Health and Safety. Lead in 
printing operations : an investigation of nine plants in Southwestern 
Ontario / conducted by the Centre for Occupational Health and Safety, 
University of Waterloo ; for the Ministry of Labour. -- Waterloo, Ont. : 
The Centre, 1981. 

Ont. G.Poc bas OCH aor os 


INDUSTRIAL RELATIONS 
Schregle, Johannes. Negotiating development : labour relations in Southern 
Asia / Johannes Schregle. -- Geneva : International Labour Office, 1982. 
Ls LieOn: MONO sus E42ue S327 


INDUSTRIAL RELATIONS - UNITED STATES 
Siegel, Irving Herbert. Labor-management cooperation : the American 
experience / by Irving H. Siegel, Edgar Weinberg. -- Kalamazoo, Mich. : 
W. E. Upjohn Institute for Employment Research, 1982. 
HDS O72O2%951i1 


-5- 


INDUSTRIAL SAFETY 
Construction Industry Advisory Council (B.C.) Report of the British 
Columbia Construction Industry Safety Inquiry. -- Victoria, B.C. : B.C. 
Ministry of Labour, 1982. 
B.Ge GePe bas GeleAeCe «R426 


Morgenstern, Felice. Deterrence and compensation : legal liablility in 
occupational safety and health / Felice Morgenstern. -- Geneva : 
International Labour Office, 1982. 

Ty. O's MONO® ee Al/ .MSS1 


INDUSTRY -— SOCIAL ASPECTS 
Meeting human needs, toward a new public philosophy / Jack A. Meyer, 
editor. -- Washington : American Enterprise Institute for Public Policy 
Research, cl982. 
HD 400). DUD) othr o > 


INSURANCE, UNEMPLOYMENT - CANADA 
Choate, Clare E. Unemployment insurance / by Clare E. Choate. —- [Toronto] 
Carswell, 1982. 
KE 3459 .C545 


LABOR UNIONS — CANADA 
Freeman, Bill, 1938-. 1005 : political life in a union local jes ee a 
Freeman. -- Toronto : Lorimer, 1982. 
HDS 6025 . 152) .FS55 


Morton, Desmond, 1937-. Labour in Canada / Desmond Morton. -- Toronto 


Grolier, .'962. 
HD 6524 .M889 


MANPOWER PLANNING — EUROPE 
Fulton, 0. Higher education and manpower planning : a comparative study of 
planned and market economies / O. Fulton, A. Gordon, G. Williams. -- 
Geneva : International Labour Office, 1982. 
Age. Os gMON s DD 6 B74. 


MEDICINE, INDUSTRIAL 
Occupational medicine : surveillance, diagnosis, and treatment / by the 
research staff of F&$S Press, with Michael H. Turk. -- New York =: F&S 


Press, cl982. 
RC 4963-25055 


Trades Union Congress. Womens health at risk : a TUC workplace programme 
to improve the health of women. -~ London : Trades Union Congress, 1981. 


RC 96356 «WO < 1/763 


MINE SAFETY 

Commission d’enquete sur la tragedie de la mine Belmoral et les conditions 
de securite dans les mines souterraines (Quebec). Rapport final sur les 
circonstances, les conditions prealables et les causes de la tragedie du 
20 mai 1980 / Commission d'enquete sur la tragedie de la mine Belmoral et 
les conditions de securite dans les mines souterraines. -- [Quebec] 
Gouvernement du Quebec, Conseil executif, 1981-1982. 

Que. G.P. Comm. 1980 .T765 .R221 


MINORITIES 
Rasporich, Anthony W., 1940-. For a better life : a history of the 
Croatians in Canada / Anthony W. Rasporich. -- Toronto : published by 


McClelland and Stewart Ltd. in association with the Multiculturalism 
Directorate, Dept. of the Secretary of State and the Canadian Government 
Publishing Centre, Supply and Services Canada, cl982. 
Can. Ci44-‘7 


NEW PERIODICALS 
Community mental health journal. [New York : Behavioral Publications, 
Library nas: Vol., 18, nol CSpring.1962) — 
Period 


Highlights of new industrial relations literature : semi-annual annotations 


of significant books, articles and papers. -- Kingston : Industrial 
Relations Centre, Queen's University, 1982-. Library has : No. 1 (Jan, 
1982) = 

Period 


Ontario disease surveillance report / Ontario Ministry of Health. -- 
Toronto : Disease Control and Epidemiology Service, Public Health Branch, 
Ministry of Health, 1982-. ) Library: Nas) 9) Vol. 3) no. i@ian., Gor n707) — 

Period 


NOISE CONTROL 
International Conference on Noise Control Engineering (llth : 1982 : San 
Francisco). Inter-noise '82 : noise control : 10 years later : 
proceedings 1982 International Conference on Noise Control Engineering, 
San Francisco, California, May 17-19, 1982 / edited by James G. 
Seebold. -- New York : Noise Control Foundation, Inc., 1982, 
TD 891.161 siog2 


PART-TIME EMPLOYMENT 


Harriman, Ann. The work/leisure trade off : reduced work time for managers 
and professionals / Ann Harriman. -- New York: Praeger, 1982. 


HD 5110 .H297 


PESTICIDES 

Effects of propoxur on environmental quality with particular reference to 
its use for control of biting flies / National Research Council of 
Canada, NRC Associate Committee on Scientific Criteria for Environmental 
Quality, Subcommittee on Pesticides and Industrial Organic Chemicals. -- 
Ottawa, Ont. : Environmental Secretariat, National Research Council of 
Canada, cl1982. 

Can. NR13- 18572 


Hayes, Wayland J., 1917-. Pesticides studied in man / Wayland J. Hayes, 
Jr. -- Baltimore : Williams & Wilkins, cl982. 
RA 1270 .P4 .H418 


PLANT SHUTDOWNS 
SKF : a profile of a shutdown. Phase 1 / J. Paul Grayson, Gerry Hunnius, 


Joan Trypuc. “=[Tororntd 2 sin]. 1982. 
HD. 5708.55 .CZ <G784 


-JjJ- 


POLYURETHANES 
Precautions for the proper usage of polyurethanes, polyisocyanurates, and 
related materials. -- 2nd ed. rev. -- Kalamazoo, Mich. : Chemical 


Division, Upjohn Co., 1981. 
ES a lh so hegre gh BOA 


RACE RELATIONS - UNITED STATES 


Patchen, Martin. Black-White contact in schools : its social and academic 
effects / by Martin Patchen. -- West Lafayette, Ind. : Purdue University 
Press, cl982. 

POrliae2 .P 295 


RACISM 
Community work and racism / edited by Ashok Ohri, Basil Manning, Paul 
Curno. -- London : Routledge & K. Paul, 1982. 
DA* 125 .Al*. C754 : 
John, Rupert G., Sir. Racism and its elimination / Sir Rapert Gs‘ Yohn.7--— 
New York : United Nations Institute for Training and Research, cl98l. 
HE l52).R124 


Singerman, Robert. Antisemitic propaganda : an annotated bibliography and 
research guide / Robert Singerman. -- New York : Garland, 1982. 
Ref. DS 145 .S617 


RADIATION 
National Council on Radiation Protection and Measurements. Meeting C7 th 3: 
1981 : Washington, D.C.). Critical issues in setting radiation dose 
limits : proceedings of the Seventeenth Annual Meeting, 8-9 April, 1981. 
-- Betheseda, Md., : NCRP, 1982. 
RPAVIZ31GR2 .N34 ho. 3 


RADIOACTIVE WASTES 
Managing commercial high-level radioactive waste. —— Washington, D.C. 
Congress of the United States, Office of Technology Assessment, [1982] 


Wes oe) P22) 22 be l200 


SEXUAL HARASSMENT ’ 
Guidelines for responding to sexual harassment for the Illinois Department 


of Transportation / prepared in cooperation with the Department of Human 
Rights. -- [Springfield, I11.] : Illinois Dept. of Transportation, 1980. 


Tt nG. P. ROADS + C946 


STRESS (PSYCHOLOGY) 

French, John R. P. The mechanisms of job stress and strain / John R. 2. 
French, Jr., Robert D. Caplan, R. Van Harrison. -- Chichester [Sussex] ; 
TOLOULO =e Jes Vl Ley, Clooaes 

HF 5548.85 .F874 


Stress and human health ; analysis and implications of research : a study 
by the Institute of Medicine / National Academy of Sciences / Glen R. 
Elliott, Carl Eisdorfer, editors. -- New York : Springer Pub. Co., cl982. 


QP 82.2 .S8 .S915 
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TOXICITY TESTING 
Assessment of health effects at chemical disposal sites : proceedings of a 
symposium held in New York City on June 1-2, 1981, by the Life Sciences 
and Public Policy Program of the Rockefeller University / William W, 
Lowrance, editor. -- New York : Rockefeller University ; Los Altos, 
Calif. : Distributed by W. Kaufmann, cl981. 
RAN1IO9 48465555. 


TOXICOLOGY 
Survey of contemporary toxicology / edited by Anthony T. Tu. -—- New York 
Wiley, 1980-1982. 
RA 4222 1555965% v;, 


UNEMPLOYMENT 
The Challenge of unemployment : a report to labour ministers. -- Paris 
Organisation for Economic Cooperation and Developmenmt, c1982. 
HD,,52 07. 3° '4C437 


VOCATIONAL GUIDANCE 
Goodman, Leonard H. Current career and occupational literature. -- New 
York. N-Yere* H.W pW Leon: Co. 1082...Li braryhasn2 1982- 
HF 5381 .G653 yr. 


WOMEN — EMPLOYMENT - UNITED STATES 
Easton, Susan. Equal to the task : how workingwomen are managing in 
corporate America / Susan Easton, Joan M. Mills, Diane Kramer Winokur. -- 
lst ed. -- New York : Seaview Books, cl982, c1982. 
HD 6095 .E13 


YOUTH - EMPLOYMENT - CANADA 
Sen, Joya, 1947-. Unemployment of youth : the importance of education for 
their adjustment in the Canadian labor market / Joya Sen. -- Toronto 
OISE Press, cl982. 
HDj'6276)..02.. 8954/4 


8206 500 


8206402 


8206059 


8206058 


8206293 


8205933 


8206140 


8206227 
8205930 


82063 96 


820600 8 


8206502 


8206295 


8206147 


== 
PERIODICAL ARTICLES 


me ee cee Oe ee ee ee ee ee es ee Ge ee oe ee oe ee 


* ERGONOMICS, HUMAN ENGINEERING * 


DeLacerda FG. Shoulder girdle myofascial syndrome. 
Occupational health and safety. v.5l, n.11, Nov. 1982, 

p.45-46. 

Ergonomics relieves stress; fatigue associated with VDTs. 
School safety world newsletter (NSC). Fall 1982, p.1. 


Parsons HM; Kearsley GP. Robotics and human factors: 


current status and future prospects. Human factors. v.24, 
Ney Oct. 1982, Pp. 535-552. 


Price DL; Flax RA. Alcohol, task difficulty, and 


incentives in drill press operation. Human factors. v.24, 
Ne a Oct. 1982, Pp. 573-579. 


VDTs without pain - doing the job the ergonomic way. WCB 
NEWS. Wer25, Ne 5,wSeD.-OCe. 7 982 41076 —/4 


* HAZARDOUS SUBSTANCES - ASBESTOS * 


Asbestos cement roofing. Labour and employment gazette. 
NM oud 2 pet-tocdip ULE) s meld Grr Pate are 


Asbestos claimants seek dismissal of "bad faith" Manville 
bankruptcy. Occupational safety and health reporter. 


Dionne ED. Industries respond to asbestos regulations. 
National safety news. v.126, n.l,; Jul. 1982, p.43-45. 


Industry criticizes lab in OSHA asbestos proposal. OSHA up 
£0 tda ter Vr Xilpa tlie li2iy NOVse eb] D S2i5 Wier ee 


Langer AM; McCaughey WTE. Mesothelioma in a brake repair 
WOr KEL. sLAaNnGe te. Weel Lye eve 830ass NOV als? 419962, 
DevlOl-Li ls. sbetten,. 


New asbestos limits criticised. Health and safety at work. 
Wes eetiete; (OCU. HLOS2 pas 6 


Ross R; Dworsky R; Nichols P; et al. Asbestos exposure and 
lymphomas of the gastrointestinal tract and oral cavity. 
bancets VolLep ness08 Nov S-20781982,, pauls P23). 


* HAZARDOUS SUBSTANCES - CARCINOGENS, MUTAGENS, TERATOGENS * 


Bartsch H; Tomatis L; Malaveille C. Mutagenicity and 
carcinogenicity of environmental chemicals. Regulatory 
toxicology and pharmacology. v.2, n.2, Jun. 1982, 

p. 94-105. 


Benzo(a)pyrene linked to human breast cancer. Chemical and 
engineering news. v.60, neao Pp Nov. Vo 982, “pes. 


* 


LOGE 


HAZARDOUS SUBSTANCES - CARCINOGENS, MUTAGENS, TERATOGENS * (Cont'd) 


8206018 


8206 56 & 


8206 503 


8205939 


8205929 


8206356 


8206017 


8206421 


8206508 


8206 2 96 


8206121 


Bos RP; Leenaars AO; Theuws JLG; et al. Mutagenicity of 
urine from nurses handling cytostatic drugs, influence 
of smoking. Internat. archives of occupational and 
environmental health. v.50, n.4, 1982, p.359-369. 


Chloromethane reproductive effects, lung tumors from 
chromates reported to EPA. Chemical regulation reporter. 
v.6, n.35, Nov. 26, 1982, p.947-948. Ref/T55/C739. 


Musicco M; Filippini G; Bordo BM; et al. Gliomas and 
occupational exposure to carcinogens: case-control 
study. American J. epidemiology. v.116, n.5, Nov. 1982, 
pe? 82—790% 


No definite excess of birth defects linked to exposure (to 
dioxins), NIOSH says in study. Chemcial regulation 
reporter. 'v..6,° 9233; 1Novy> 12,9 P92, pt 922-923. 
Ref/T55/C73 9. 


Northup S; Martis L; Ulbricht R; et al. Comment on the 
carcinogenic potential of di(2-ethylhexyl) phthalate. J. 
toxicology and environmental health. v.10, n.3, Sep. 
1928, p.493-518. 60 references. 


O'Connor III, CA; Woodward SC. Industry's role in cancer 
research: anticipating regulatory problems. Regulatory 
toxicology and pharmacology. v.1, n.3-4, Dec. 1981, 
p.316-334. 70 references. 


Pasquini R; Monarca S; Sforzolini GS; et al. Mutagens in 
urine of carbon electrode workers. Internat. archives of 
occupational and environmental health. v.50, n.4, 1982, 
Darel 395. 


Springer A; Poston KA; Sikov MR. Teratogenicity following 
inhalation exposure of rats to a high-boiling coal 
liquid. J. applied ‘toxicology. v.29, n. 5; Oct. 1982, 

p. 260-264. 


Tomatis L. IARC (International Agency for Research on 


Cancer) benzene report. Science. v.218, n.4569,; Oct. 15, 
P982, peZk4a: 


Van Raalte HGS; Grasso P. Hematological myelotoxic, 
clastogenic, carcinogenic, and leukemogenic effects of 
benzene. Regulatory toxicology and pharmacology. v.2, 
nez; Jun. ~£982; "pers3=-176. "150 references. 


Wilson G. Cancer at work: dyes. Cancer Prevention Society. 
(19807), p.1-I2. PAMPH 14,539. *No*photecopy. 


segs | i 


* HAZARDOUS SUBSTANCES - GENERAL ASPECTS * 


8206222 
8206294 
8206499 
8206364 


S20 D922 
82062 89 
8205887 


8206359 


8205890 


8205894 
82063 97 


8206044 


Connelley P. Unions' "right to know" confirmed. National 
safety news. v.125, n.6, Jun. 1982, p.1l1, 86. 


Danielson L. Current OECD (Organisation for Economic 
Co-operation and Development) activities relating to the 
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